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PREFACE 


TO 

THE THIRD EDITION 


JIthe Portland Cement industry has made immense strides 
since the last edition was issued, and consequently it has 
been found necessary to rewrite certain parts of the work, 
more especially those relating to the preliminary stages of 
manufacture. The chief novelty has been the introduction 
of the thick slurry method of treating limestones and shales, 
which would have been economically impossible by the 
earlier methods of calcination, and has only been rendered 
practicable by the introduction of the rotary kiln ; the 
initial difficulties relating to the latter have now been 
entirely overcome, and at the present time it may be 
termed the standard method of burning. 

With regard to the testing of cement, the main feature 
has been the standardisation of testing methods ; the 
British Standard Specification was first issued in 1904, 
and, although it encountered some opposition at first, it 
is now almost universally adopted in England and the 
Colonies; the United States Government has also recently 
issued a standard specification, a complete copy of which 
will be found in the Appendix. 

The uses of cement have multiplied exceedingly, the 
combination of steel and concrete, generally known as 
ferro-concrete, having created a practically new industry ; 
an American invention, the principle of which is the use of 
compressed air to project mortar or fine concrete to in- 
accessible places, seems to have a future before it. 
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In conclusion, the author would like to add that no 
pains have been spared to bring the matter up to date, his 
sole object being that the book shall maintain its position 
in the cement world as a standard work of reference. 

Portland Cement Testing Works 
AND Chemical Laboratories, 

41 Ot,D Queen Street, Westminster. 

May igrs. 



PREFACE 


TO 

THE SECOND EDITION 


fN the six years that have elapsed since the first edition 
this work was published, the greatest change that has 
taken place in the method of manufacture has been the 
introduction of the Rotary continuous kiln, of which at 
that time there was not a single installation in England, 
although it had proved a marked success in America ; 
and since it is undoubtedly the kiln of the future, a 
considerable space has been devoted to it in the present 
edition. With regard to grinding machinery, some types 
have now become more or less obsolete, but as they are 
all still in use to a limited extent, it has not been thought 
worth while to eliminate them from the work altogether. 

The part devoted to methods of testing has been brought 
up to date, while to the Appendix has been added a 
table of Useful Memoranda for the Testing Room, and 
also a complete copy of recently issued British Standard 
Specification ; the author hopes that with these few 
alterations and additions, the usefulness of the work will 
be materially enhanced, 

Portland Cement Testing Works 
AND Chemical Laboratories, 

41 Old Queen Street, Westminster. 

October 1^05. 
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PREFACE 


TO 

THE FIRST EDITION 


From the number of inquiries he has received during the 
past fc^ur or five years, the author has been encouraged in 
the belief that an up-to-date treatise on the Manufacture, 
etc., of Portland Cement would be appreciated by those 
interested in the subject; and in preparing this work he 
has endeavoured to give a practical description, based 
mainly on personal experience, of what its title implies, 
viz. the Manufacture, Testing, and Use of Portland Cement. 

Many points have doubtless been mentioned which, to 
the experienced manufacturer or user, may seem super- 
fluous, but to have omitted them altogether would have 
rendered the work less complete, and therefore less valu- 
able, to those with a limited' knowledge of the subject ; 
the author, however, is sanguine enough to cherish a hope 
that even those who are well informed may be able to 
glean a few hints of value. 

Portland Cement Testing Works 
AND Chemical Laboratories, 

41 Old Queen Street, Westminster. 

June i8gg. 




PORTLAND CEMENT 


MANUFACTURE 


CHAPTER I 

INTRODUCTORY 

Portland Cement was the name given by Joseph 
Aspdin, a Leeds bricklayer, to the artificial cement which 
he patented in 1824, owing to its fancied resemblance in 
colour and texture to the famous building-stone quarried 
at Portland. This cement, as he originally prepared it, was 
obtained by lightly calcining a mixture of lime and clay, 
and grinding the product ; a factory for its production was 
established by him at Wakefield in 1825, and we read of 
the cement being employed in the Thames Tunnel by Sir 
I. K. Brunei in 1828. 

It is hardly necessary to add that this cement differed 
very considerably from the Portland Cement of the present 
day, inasmuch as the calcination was not carried to that 
point of incipient vitrifaction which is now recognised as 
the essential feature in cement burning, in order to convert 
the mechanically mixed raw materials into the requisite 
chemical compounds. All the earlier experimenters seemed 
afraid of pushing the calcination to clinkering point, and 
some of them even took the trouble to carefully pick out 

B 



2 Portland Cement Manufacture 

and reject all those portions which showed signs of com- 
mencing to vitrify, and which, according to modern 
knowledge and experience, were the most valuable pro- 
ducts of the kiln. 

Two years after the registration of Aspdin’s patent, viz. 
in 1826, Major-General Sir C. W. Pasley, who had been 
appointed lecturer on architecture, etc., at the military 
school at Chatham, commenced his experiments and re- 
searches at Chatham Dockyard, and it appears that he wa? 
not aware of the existence of Aspdin s cement until some 
years later. Pasley’s aim was to produce an artificial 
hydraulic cement which should be equal or superior to the 
natural or Roman cements, at that time about the only 
hydraulic cements available; and in 1830 he succeeded in 
producing a very good article, which he used for various 
experimental purposes with perfectly satisfactory results. 

The materials he used were Medway clay and the chalk 
found in the neighbourhood, though the use of the former 
was entirely owing to chance. His preliminary experi- 
ments had been made with chalk and brick loam, procured 
from the neighbouring parish of Darland, and as they did 
not lead to any satisfactory results, the matter was aban- 
doned. Some time afterwards, in order to satisfy the wish 
of a brother officer, who had come to examine his methods 
of testing natural cements and limestones, he recommenced 
his experiments. His stock of brick loam being exhausted, 
he gave orders to the soldier who was employed in the 
experiments, to use ordinary clay, and, by a fortunate 
chance, the blue Medway clay was made use of, which at 
that time was used by the Engineers for securing their 
fuses in military mining. The results obtained in that 
series of experiments were so satisfactory as to induce 
Pasl^ to again take up his researches in the matter, in 
which he afterwards achieved considerable success. 
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Contemporarily with Pasley at Chatham, Frost estab- 
lished a factory at Northfleet for the production of artificial 
cement, and his works, which were afterwards taken over 
by Messrs Francis and White, were the forerunners of the 
♦great factories now forming a staple industry in that 
neighbourhood. 

The chief competitor of the infant Portland Gement 
industry at that time was the so-called Roman cement, 
•produced by lightly calcining and grinding the septaria 
nodules found in the Isle of Sheppey and elsewhere ; and 
as this was a very profitable business, it is easy to under- 
stand that the new cement was strenuously opposed. The 
new material, however, gradually gained ground in the 
confidence of engineers and others, and, as its quality im- 
proved, it by degrees drove the natural cement out of the 
market for all important work, though Roman cement 
is even now used where a very quick setting hydraulic 
cement of no great strength is required. The experi- 
ments of the late Mr John Grant of the Metropolitan 
Board of Works, in connection with the London drainage 
works in 1859, subsequently gave the industry a great 
impetus; and both manufacturers and users of Portland 
Cement are largely indebted to him for the knowledge 
they now possess of the properties and peculiarities of this 
important constructive material. 

The method of manufacture of Portland Cement in the 
early days was of the crudest possible description. Crushers 
of the familiar type now in use were then unknown, and 
instead of the present method of mechanically crushing 
clinker, and raising it by means of elevators to the required 
height for feeding into the grinding machinery, the material 
as it came from the kilns was broken small enough with a 
hammer to be fed into the millstones, and then placed in 
sacks for conveyance to the millstone hopper. The ground 

B2 



4 Portland Cement Manufacture 

material as it came from the stones, if it was stored in the 
warehouse at all, was wheeled away in barrows, and piled 
into a heap with infinite labour, and what was considered 
well-ground cement in those days, would now» be scornfully 
rejected by the veriest speculative builder. In fact, the^ 
whole process of clinker reduction was modelled more or 
less on- the methods then in vogue for grinding corn, with, 
as might be expected, very indifferent results, since th^ 
two materials possess such totally different characteristics.^; 

The first important labour-saving improvement was the 
adoption of the semi-wet process of mixing the chalk and 
clay, patented by Goreham in 1872. By this process a 
much smaller quantity of water is used for the preliminary 
mixture of the raw materials, the final combination being 
effected by passing the rough mixture through millstones ; 
the thick slip is then conveyed by pumps direct to the 
drying floors or kiln drying chambers, thus saving the 
labour consequent on having to dig the mass out of the 
settling backs and wheel it to the drying floors, which was 
entailed by the older wet process. The next great 
economy in cement production was Johnson’s patent kiln, 
which utilised the waste heat from the calcination of the 
clinker for the drying of the next load of slurry, thus doing 
away with separate drying floors and their consequent 
expense in fuel consumption. Labour-saving devices of 
all kinds have now come into general use, and, except in 
loading and drawing the vertical type of kilns, the former 
of which under present conditions necessitates skilled 
labour, the material is not touched by hand from the time 
the raw materials are placed in the primary reduction mills 
till the finished cement is delivered from the warehouse 
into bags or barrels, ready for despatching to the con- 
sumer. The more recent introduction of the now almost 
universal rotary continuous kiln has even abolished the 
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exceptions above noted, and the manufacturing process 
can consequently be accomplished by mechanical means 
throughout. 

The propcytions of raw materials used in the manu- 
facture of Portland Cement were in the early days entirely 
governed by rule of thumb ; a fixed proportion of each was 
fed into the wash-mill, irrespective of their condition, and 
ilthough some rough check was kept, by testing the finished 
:ement in a more or less slipshod manner before delivery, 
if any error occurred in the proportions used, it was not dis- 
covered until the whole process was completed and the 
mischief done. As will be seen in the following pages, the 
methods now in use for checking and maintaining the correct 
proportions of the raw materials, enable an accuracy to be 
attained which in the early days would have been considered 
little short of wonderful. The aid of the chemisi has been 
enlisted, and by very simple means the proportions of the 
raw materials and their proper combination are kept in 
check. Most large manufacturers now employ a trained 
chemist on their staff, and those whose works are not suffi- 
ciently extensive to warrant such expense, at all events 
recognise the value of having periodical analyses made 
of both their raw materials and the finished cement. 

In consequence of the more exacting demands of the user 
in that direction, the grinding of cement has been steadily 
improving during the past few years, and in this particular 
the English cement trade has made enormous strides during 
the last decade. It is evident that, apart from the other 
advantages of fine grinding, the finer a cement is ground, 
the greater the amount of surface it will cover, and there- 
fore the larger proportion of sand or aggregate it will bear. 
The late Mr Grant was one of the first to recognise this 
important feature, and he willingly paid a considerably 
enhanced price, consequent on the increased cost of pro- 
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duction, in order to obtain a material fine enough to meet 
his requirements. 

The present method of testing the quality of cement 
has been gradually evolved from the researches of the 
earlier experimenters. Vicat, in his time, was content to 
test the hardness of his lime mortars after setting, by noting 
the amount of indentation made by a blunt needle of a 
certain weight falling upon them from a certain height. 
Later on, Smeaton tested the hydraulicity of his limes by^^ 
making them into balls, placing them under water, and 
noting whether they hardened or disintegrated. Later still, 
in Pasley’s time, the cementitious value of a cement was 
ascertained by sticking bricks together with it, one at a time, 
projecting horizontally from a wall, that being considered 
the best cement which would bear the greatest number of 
bricks stuck together in this way. Although in some in- 
stances a great many bricks were thus joined together, it 
did not seem to occur to those engaged in such tests that, 
as nearly all cements increase in strength with age, the time 
which elapsed between the addition of each brick would 
materially affect the result. Pasley’s own method of testing 
the artificial cements which he made in his experiments was 
rather primitive, but certainly practical. After cementing 
two bricks together, and allowing them a certain time to 
harden, he suspended them from an artillery gin or tripod 
by a pair of nippers or claws fixed to the upper brick ; and 
placing a similar pair of nippers on the lower brick, attached 
weights thereto, and ascertained the amount of weight which 
was necessary to pull the joint asunder ; in some instances 
he found that his bricks gave way before his cement joint. 
From these experimental tests, doubtless, sprang the present 
method of testing for tensile strain, and the many accurate 
machines at present in use for ascertaining that property. 

Grant was the first to go thoroughly into the question 
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of cement testing, and his experiments and researches 
have stamped him as an authority on the subject. The 
late Henry Faija followed closely after Grant in most 
things, though he totally disagreed with him as to the 
utility of the sand test, maintaining that it first involved 
the testing of the sand, and was valueless as a compara- 
tive test unless the same quality of sand could always 
be guaranteed. Faija was the first to carry out cement 
testing in a scientific and methodical manner, and many 
machines are at present in daily use for that purpose 
which bear his name. He was one of the first to point out 
the paramount importance of the soundness of cement, viz. 
freedom from disruptive agencies within itself; for, as 
he rightly maintained, no matter what excellent qualities a 
cement may possess in other respects, such as fine grind- 
ing and tensile strain, if it contains the germs of disease, so 
to speak, within itself, and eventually crumbles and disin- 
tegrates, it is evidently of no use as a constructive material. 
Speaking of Portland Cement generally, Faija was wont to 
express the opinion, that if a cement was sound and well 
ground, it was almost invariably strong enough for any 
constructive work in which it might be used. 

The Portland Cement industry having originated in 
England, the English manufacturers for some years pos- 
sessed a practical monopoly of the article, at all events 
as regards export to non-cement-producing countries ; but 
where suitable materials were found, cement works gradu- 
ally sprang up on the Continent and elsewhere, and now 
competition is very keen between English and Continental 
makers in the foreign and colonial markets. 

The following table, which shows the quantity of cement 
exported from the United Kingdom from 1855 to I9ii,and 
its value, may be of interest. It will be seen that the ex- 
ports showed a steady increase up to 1889, when they began 
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Year. 

Tons, 

Declared Value. 

Declared Value 
per Ton, 

>855 

35,193 

£> 

99,530 

s. d. 

56 6 

i860 

r»* 

1865 

79,217 

214,674 

54 2 

1 12,876 

285,898 

50 7 

1870 

150,444 

366,199 

48 8 

00 

Cri 

245,982 

642,814 

52 3 

1880 

277,490 

692,875 

49 II 

1885 

367,895 

81 1,000 

44 I 

1886 

425,880 

862,052 

40 5 

1887 

506,090 

982,776 

38 10 

1888 

612,700 

1,165,000 

38 0 

1889 

631,660 

1,231.649 

38 II 

1890 

623,440 

1,281,963 

41 I 

1891 

575.989 

1,140,697 

. 39 7 

1892 

492.815 

902,910 

36 7 

1893 

437.585 

744,424 

34 0 

1894 

425.582 

703.389 

33 0 

189s 

395.484 

641,551 

32 5 

1896 

353.883 

580,518 

32 9 

1897 

391.598 

647,191 

33 0 

1898 

328,425 

610,723 

37 5 

1899 

352.358 

690,835 

39 2 

1900 

359.944 

673,162 

37 5 

1901 

305.331 

583,974 

38 3 

1902 

303.^52 

520,512 

34 4 

1903 

399.988 

878,752 

33 10 

1904 

384.795 

832,557 

36 2 

I 90s 

455.874 

720,349 . 

31 7 

1906 

857.955 

996,663 

30 3 
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Year. 

Tons. 

Declared Value. 

Declared Value 
per Ton. 

1907 

1 

764,264 

1,267,532 

s. d. 

33 2 

1908 

598.376 

955>935 

31 II 

1909 

598.253 

886,779 

29 8 

1910 

735.817 

1,062,345 

28 II 

191 1 

715.607 

I7O757293 

30 I 

1912 

646,090 

1,022,677 

3« 8 


to decrease, and, with the exception of a slight spurt in 1897, 
continued to do so, until in 1902 the quantity exported 
was considerably less than half that of 1889. From 1903 
onwards, however, the figures show a remarkable increase ; 
1906, the year of the San Francisco earthquake, beating all 
previous records, while the following year, 1907, was the 
high-water mark of British exports, the four subsequent 
years showing a slight falling off. It will also be observed 
that the value per ton has shown a steady decrease, and, 
although in 1911 and 1912 there was a slight improvement, 
the price in 1910 was almost exactly one-half that of 1855. 

In consequence of the many important harbour and other 
engineering works then being carried out in this country, 
the demand for cement was so enormous during the years 
1897-1899, that English manufacturers, even after largely 
extending their works, were unable to cope with it ; the result 
was that a good deal of foreign cement, mostly of Belgian 
origin, found its way into the country. As will be seen by 
the following table of imports, the quantity gradually in- 
creased, till in 1904 it reached nearly a quarter of a million 
tons ; but since then has again gradually decreased, till in 
the last three years the quantity imported has been little 
more than one quarter of the amount received in 1905. 
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Belgian Cement Imported into the United Kingdom. 


Year. 

Tons. 

Declared Value. 

1 Declared Value 
per Ton. 




S. 

d. 

1S96 

1,751 

2,120 

24 

2 

1897 

14,064 

18,000 

25 

7 

1898 

68,203 

93,560 

27 

2 

1899 

91,474 

126,234 

27 

7 

1900 

84,526 

1 14,960 

27 

2 

1901 

173,^44 

291,008 

33 

5 

1902 

204,166 

328,218 

32 

2 

1903 

214,719 

326,507 

30 

5 

1904 

229,817 

317,75s j 

27 

8 

1905 

208,831 

250,490 

24 

0 

1906 

' 57>678 

194,764 

24 

8 

1907 

105,545 

132,588 

25 

I 

1908 

88,736 

107,098 

24 

2 

1909 

60,153 

74 ,H 5 

24 

8 

1910 

54,059 

68,21 7 

25 

3 

1911 

64,902 

81,564 

25 

I 

1912 

97,027 

121,071 

1 

27 

0 


Judging from the large number of samples passing 
through the author’s hands from time to time for testing 
purposes, these imports consist chiefly of various qualities 
of “natural” cement, i.e. cement inexpensively produced 
by the simple calcination and grinding of natural calcareous 
rocks, which in composition approach more or less closely 
to that of the raw, unburnt Portland Cement mixture ; the 
term “ natural ” cement is used in contradistinction to “ arti- 
ficial ” Portland Cement, which, as will be seen hereafter, 
is produced from a carefully and accurately proportioned 
mixture of chalk and clay or similar raw materials. 





CHAPTER II 


RAW MATERIALS 


Portland Cement may be defined as a compound con- 
sisting chiefly of silicates and aluminates of lime, produced 
by the calcination to incipient vitrifaction of a mechanical 
mixture of chalk and clay, or similar materials containing 
the requisite chemical constituents, the clinker thus pro- 
duced being subsequently ground to a more or less impalp- 
able powder. The exact chemical composition of Portland 
Cement varies considerably ; its principal constituents are 
silica, alumina, oxide of iron, and lime, which, generally 
speaking, are found in roughly the following proportions : — 


Lime . 
Silica . 
Alumina 
Iron oxide 


6o to 64 per cent. 
20 „ 24 
>> I® 

3 »> 5 >» 


These four constituents, as a rule, amount together to 
about 96 per cent., the remainder consisting of small quan- 
tities of sulphuric anhydride, magnesia, alkalies, etc. 

The process of cement manufacture, as will be seen 
hereafter, may be divided into three distinct operations, 
the inefficient performance of either of which materially 
affects the quality of the product : — 

I. The intimate blending or mechanical mixing of the 
raw materials. 
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2 . The conversion of the mechanically mixed raw ma- 
terials into the requisite chemical compounds by calcina- 
tion. 

3 . The pulverisation of the calcined product, to enable 
it to combine with water and thereby set and harden. 

Although Portland Cement may be produced from 
almost any raw materials containing the requisite chemi- ^ 
cal constituents, its manufacture to commercial advantage 
naturally depends upon the physical properties of tho^se 
raw materials, and the treatment to which they have to be 
subjected, to enable them to be intimately blended mecha- 
nically, in the first instance, before being chemically con- 
verted by calcination. The first essential, therefore, from an 
economical point of view, is that the raw materials shall be 
easy of reduction to the requisite mechanical mixture; for 
after this mechanical mixture has been effected, no matter 
by what means, the cost of the subsequent operations of 
calcination and grinding is practically the same in every 
case. For instance, when the materials have to be treated 
by the wet process of manufacture, it is very evident that 
a hard chalk will cost more to reduce to an intimate 
mechanical mixture with the clay than a soft one; and 
similarly with the dry process, where both materials have 
to be dried before grinding and mixing, those materials 
which are most easily reduced to the requisite degree of 
fineness are the most economical to use. 

The chief raw materials used for the manufacture of 
Portland Cement in this country are the chalks and estuary 
muds which are found in great abundance in the lower 
reaches of the Thames and Medway, as these materials 
can be most economically treated in the first operation of 
mechanical mixing. In the early days of Portland Cement 
manufacture. Frost and others found that the chalk 
abounding in this neighbourhood, mixed with the estuary 
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mud of the Medway, was best suited to their purpose ; and 
as the demand for the product increased, other factories 
sprang into existence in the neighbourhood — and thus com- 
menced what is now one of the most important industries 
oj the Thames and Medway. Another factor which prob- 
ably largely influences the establishment of factories in 
this district, is the facility of cheap transport by water, both 
fo| obtaining fuel supplies for calcination purposes, and also 
fey disposing of the manufactured article in the London 
market, either for home consumption or for export from 
the various docks. 

It very rarely occurs that both the requisite materials, 
viz. chalk and mud, are to be had on the same site, and as 
chalk forms by far the greater part of the mixture (roughly, 
two of white chalk to one of mud, as fed into the wash-mill 
in the wet state), the factories are generally erected on the 
river’s edge, with chalk supplies from the quarries at the 
rear, the mud being brought by barges from the beds in 
the lower reaches of the river. Along the upper reaches 
of the Medway, in the Burham district, beds of Gault 
clay crop out, and, in combination with the grey' chalk, 
are extensively used by one or 'two firms on whose pro- 
perty they occur. It may, however, be stated generally, 
that cement in the London district is made from the 
estuary mud, combined with the necessary proportion of 
chalk. 

Referring generally to the following analyses, it will be 
found that the composition of the cement does not always 
correspond exactly with the composition of the raw mate- 
rials. As pointed out at the end of Chapter III., this is 
largely due to the ash of the fuel used for calcination pur- 
poses, which mingles with the clinker in the kiln, and as this 
ash consists largely of silica and alumina, the composition 
of the resulting cement is somewhat modified. The fire- 
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brick lining of the kiln, also, is apt to affect the resulting 
clinker to a greater or less extent, by fluxing and combining 
with it. 

The following analyses, taken from our testing books of 
1888, show the composition of the chalk and mud used on 
the Essex shore of the Thames ; the cement following was 
manufactured in 1911 by the rotary kiln process. 

p 

Chalk 


Water, 23*00 per cent. 


Insoluble silicious matter . 

'85 

Silica 

*35 

Alumina 

•75 

Carbonate of lime . 

98*12 

The above sample was taken from the 

100*07 

top strata of the 

pit. Samples from the middle and bottom strata contained 

as follows : — 

Middle. 

Bottom. 

Carbonate of lime . . 98*85 per cent. 

98*07 per cent. 

Estuary Mud 

Roughly dried, lost 33 '33 per cent. 

Water 

2*63 

Organic matter 

4*06 

Silica 

60*30 

Alumina 

11*07 

Oxide of iron .... 

. 8*13 

Carbonate of lime . 

. 7*85 

„ magnesia . 

2*66 

Sulphuric acid .... 

2*50 

Alkalies 

•45 
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Cement 


Water and carbonic acid . 

. 1*78 

Insoluble residue 

*28 

Silica 

. 21*71 

Alumina 

8*01 

Oxide of iron .... 

2*85 

Lime 

62*32 

Magnesia . ... 

1*07 

Sulphuric acid .... 

. 1-38 

Alkalies and loss 

. *60 


100*00 


The manufacturers on the Kent shore of the Thames 
use the chalk at the rear of their works, in combination 
with the estuary mud, of which the following analyses, 
extracted from our testing books of i88i, may be taken as 
examples. The analysis of the cement following is also 
that of one manufactured on the Kent shore, but as the 
sample was made in 1911, it can scarcely be said that the 
materials quoted were used in its production. 


Mud 




Samples ; 
Nos. 



I 

2 

3 

Organic matter and water . 

6*32 

5'39 

4*31 

Silica 

71*71 

62*41 

7450 

Alumina .... 

6*42 

18*09 

10-45 

Oxide of iron 

10*28 

10*35 

6*30 

Carbonate of lime 

4*05 

1*63 

1*78 

Alkalies .... 

no 

2*10 

2*50 


99*88 99*97 99*84 
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Chalk 

Silica 

1*02 

Alumina and iron oxide . 

•72 

Carbonate of lime . 

• 97‘36 

Water 

•91 

Cement 

lOO’OI 

Water and carbonic acid . 

•98 

Insoluble residue 

•40 

Silica 

22*87 

Alumina 

7*02 

Oxide of iron .... 

2*40 

Lime 

• 63'36 

Magnesia 

■97 

Sulphuric acid .... 

1*06 

Alkalies and loss 

'94 


100*00 


The following analyses, taken from our testing books of 
1892, give the composition of the blue Gault clay from the 
upper reaches of the Medway, and the chalks used in com- 
bination with it; the cement produced therefrom is from 
our testing books of 191 1 : — 


Blue Gault Clay 


Organic matter 

1-30 

Sand 

964 

Combined silica 

■ 34 *o 6 

Alumina . 

i 5'09 

Oxide of iron . 

5*76 

Lime 

• i 5’25 

Magnesia . 

2*02 

Sulphuric acid . 

1*64 

Carbonic acid . 

14*20 

Potash 

. . . -38 

Soda 

. . . *26 


99’6o 
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Chalks 



White. 

Grey. 

Insoluble silicious matter . 

I '50 

3*95 

Soluble silica .... 

‘10 

*20 

Alumina and oxide of iron . 

•80 

*75 

Carbonate of lime 

97*32 

94*37 

Potash 

*22 

•18 

Soda ...... 

•16 

‘13 

Magnesia 

trace 

trace 

Sulphuric acid .... 

trace 

trace 


100*10 

99’58 

Cement 

Water and carbonic acid . 


•68 

Insoluble residue 


‘14 

Silica .... 


2 2 *6 1 

Alumina .... 


7*21 

Oxide of iron . 


2*34 

Lime .... 


64-19 

Magnesia .... 


•98 

Sulphuric acid . 


'94 

Alkalies and loss 


•91 


lOO’OO 

As an example of the Medway chalk and estuary mud 

the following analyses, taken from 

our testing books of 

1888, may be quoted ; the cement is from our testing books 

of 1911 : — 



Medway Chalk 

Roughly dried, lost ii*66 

per cent. 


Lost at 212° 


•40 

Insoluble silicious matter . 


3*45 

Silica .... 


•65 

Alumina and oxide of iron 


3*35 

Carbonate of lime . 


92*23 


1 00 ’08 

C 



1 8 Portland Cement Manufacture 

The foregoing sample was taken from the upper strata 
of the pit ; the samples from the middle and bottom strata 
containing as follows : — 

Middle. Bottom. 

Carbonate of lime . . 90*90 per cent. 90*22 per cent. 


Medway Mud 


Water 

4 ' 3 o 

Organic matter. 

7-49 

Silica 

. 54*8o 

Alumina ..... 

14*40 

Oxide of iron .... 

8*10 

Carbonate of lime . 

4*64 

„ magnesia 

3*50 

Sulphuric acid .... 

1*69 

Alkalies 

0*75 


99-67 

Cement 


Water and carbonic acid . 

I'OO 

Insoluble residue 

•27 

Silica ..... 

23*82 

Alumina 

7*26 

Oxide of iron .... 

2*95 

Lime 

• 62*35 

Magnesia 

1*25 

Sulphuric acid .... 

•84 

Alkalies and loss 

•56 


100*00 


Scattered round our coasts, wherever there is a demand 
for Portland Cement, or where special facilities occur for 
its manufacture, there are factories using chalk and clay as 
the basis of their manufacture. At Newcastle and Hull 
especially there are factories which use a local clay in 
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combination with chalk imported from the London district; 
in the earlier days of the industry, the chalk was brought 
back as ballast by the colliers plying between the northern 
coal-fields and the metropolis, but by far the greater part 
k now conveyed by vessels specially employed for that 
purpose. 

The following is an example of the composition of the 
lAcal clays found at Hull : — 


Clay 


Organic matter and moisture . 


Sand 

17-20 

Combined silica 

• 34‘29 

Alumina 

• 2 i ‘55 

Oxide of iron .... 

7*09 

Carbonate of lime , 

6'4i 

„ magnesia 

4'07 

Sulphuric acid .... 

2*32 

Alkalies and loss 

i ‘97 


lOO'OO 

It will be seen that these clays are 

apt to be rather 

sandy ; but the sand is as a rule' extremely fine, and when 
used with the following chalk, the resulting cement leaves 
nothing to be desired in point of quality, its analysis, taken 

from our testing books of 1911, being 

as given on next 

page. 

Chalk 


Loss after being dried at 212*' F., 21 
The dried sample contained — 

*69 per cent. 

Silica 

1*61 

Alumina 

*40 

Carbonate of lime . 

• 97*45 

Alkalies 

•51 


99*97 


C 2 
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Cemknt 

Water 

Carbonic acid . 

Insoluble residue 
Silica 
Alumina , 

Oxide of iron . 

Lime 
Magnesia . 

Sulphuric acid . 

Alkalies and loss 

lOO’OO 

The somewhat sandy clay previously quoted, bears out 
the now generally accepted opinion that an extremely fine 
sand will not materially affect the quality of the cement, 
provided the clinker is thoroughly calcined. The very 
small amount of insoluble residue in the above cement, 
shows very clearly that the silica and alumina contained 
in the fine sand has combined with the other constituents 
on calcination. It may be mentioned, in passing, that one 
disadvantage arising from the use of a sandy clay, though 
it is a purely mechanical one, is that where vertical inter- 
mittent kilns are used, it tends to make the dried slurry 
rotten and friable, and is thus apt to cause dusting and 
choking. 

At several places on the south coast, where chalk supplies 
are abundant, there are cement manufactories using a local 
chalk, either with imported clay or with that found in the 
neighbourhood. 

The following analyses may be given as examples 
of the chalk found in the Portsmouth district, the estuary 
mud found in the neighbourhood, and the cement produced 
therefrom : — 


2-26 

•18 

■57 

20*60 i 

7*97 
2-54 

63*25 f 

1*27 

1*12 

■24 



Raw Materials 


Chalk 


Silica 

•90 

Alumina and oxide of iron 

•20 

Carbonate of lime . 

. 98-50 

Alkalies and loss 

•40 


100*00 

Clay 


Water 

2*30 

Organic matter 

6*00 

Silica 

■ 5870 

Alumina and oxide of iron 

21*40 

Carbonate of lime . 

10*30 

Alkalies and loss 

1-30 


TOO’OO 

Cement 


Water and carbonic acid . 

1-90 

Silica 

25-20 

Alumina and oxide of iron 

9-90 

Lime 

6070 

Magnesia . . . 

•60 

Sulphuric acid .... 

1-50 


99-80 


Next in importance to the chalks and clays as cement- 
making materials are the Lias formations of Warwickshire, 
the centre of the industry being near Rugby; several 
large factories have for many years past been established 
in this district, the oldest in fact being practically con- 
temporaneous with the earliest factories on the Thames 
about the middle of last century. By judicious blending 
of the stones and shales of these formations, an excellent 
Portland Cement is produced. These materials, however, 
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being of a less easily reducible nature in the first operation 
of mechanical mixing, are generally treated by what is 
known as the dry process, viz. ground in a dry state 
between mill-stones or other convenient machinery, to 
enable them to be intimately blended. This process of 
manufacture, taken in conjunction with the considerably 
greater cost of getting the raw materials (in some cases 
nearly two tons of shale have to be tipped to spoil fo^ 
every ton of stone obtained), renders the cement rather 
more expensive to manufacture than that produced from 
chalk and clay by the wet process, and it may therefore 
be stated generally that the cement thus manufactured 
in the Midlands is consumed locally, in contradistinction 
to that of the great export factories of the Thames and 
Medway. The following analyses, taken from our testing 
books of 1906, may be quoted as showing the composition 
of blue Lias stone and shale, and of the cement produced 
therefrom : — 


Lias Stones 


Water and organic matter 
Silica . . . . 

Alumina . 

Oxide of iron . 

Carbonate of lime . 
Carbonate of magnesia 
Magnesia 

Sulphuric anhydride 
Pyrites .... 
Alkalies and loss , 


No. I. 

No. 2. 

No. 3. 

1*46 

2’97 

3 09 

8‘39 

12 37 

1678 

3'65 

4-98 

00 

d 

•89 

1*45 

2*13 

83-50 

76-23 

66-45 

•92 

■31 

■08 

•3° 

•86 

1*56 

trace 

'12 

‘14 

*41 

•55 

71 

•48 

•16 

1-03 

TOO'OO 

lOOOO 

100*00 
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Lias Shales 

No. I. 

No. 2. 

No. 3. 

Water and organic matter 

4-78 

7-96 

* 10*93 

Silica .... 

29*36 

3 S '54 

3 7 '63 

Alumina .... 

io*8o 

14-14 

16*96 

Oxide of iron . 

3 'i 9 

4-95 

5'29 

Carbonate of lime . 

44*66 

34-48 

22*93 

Carbonate of magnesia . 

trace 

trace 

trace 

Magnesia 

2*42 

1*27 

i '52 

Sulphuric anhydride 

*22 

nil. 

'50 

Pyrites .... 

1*29 

trace 

3 '09 

Alkalies and loss 

3*28 

1*66 



lOO’OO lOO'OO lOO’OO 


Cement 


Water and carbonic a«d . 

•93 

Insoluble residue 

*02 

Silica 

20*32 

Alumina 

8*91 

Oxide of iron .... 

2*75 

Lime 

. 63*48 

Magnesia . . ' . 

i ‘55 

Sulphuric acid .... 

i' 3 i 

Alkalies and loss 

■73 


100*00 


The stone and shale are found interstratified, in layers 
ranging in thickness from two inches to two feet, each 
layer varying considerably in composition, so that careful 
blending is necessary in order to obtain .the correct 
proportions. The foregoing analyses are selected as ex- 
amples from a quarry face containing about one hundred 
different beds of stone and shale, and are chosen with 
the view of showing the composition of those strata which 
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are richest, intermediate, and poorest in carbonate of lime, 
respectively. 

The following table gives the average thickness and the 
percentage of carbonate of lime in each of the different 
strata mentioned above, commencing from the top and 


working downwards : — 


<D 



0) w 


.JS 

oJ 

No. 

0 




t» 0 

H 


1^0 
Os Vw 


ft. ins. 


0 

I 

8 

Limestone 

77*8 o 

2 

9 

Shale 

40-52 

3 

7 

Limestone 

81*05 

4 

I 9 

Shale 

39*28 

5 

5 

Limestone 

76-83 

6 

2 0 

Shale 

36-89 

7 

9 

Limestone 

78-77 

8 

I 0 

Shale 

41-26 

9 

10 

Limestone 

80-34 

lo 

2 0 

Shale 

28-85 

I r 

7 

Limestone 

82-15 

12 

I 10 

Shale 

37*45 

13 

4 

Limestone 

77*60 

14 

5 

Shale 

46-44 

IS 

5 

Limestone 

82-38 

i6 

4 

Shale 

6rio 

17 

5 

Limestone 

83*98 

i8 

8 

Shale 

45’i9 

19 

5 

Limestone 

82*32 

20 

I 2 

Shale 

38-46 

21 

8 

Limestone 

87*25 

22 

I 9 

Shale 

3683 

23 

6 

Limestone 

81-96 

24 

I li 

Shale 

56*34 

25 

3i 

Limestone 

83*75 

26 

3 

Shale 

39*56 

27 

5 

Limestone 

82*84 


No. 

verage 

ickness. 


centage 

arbonate 

Limg, 

28 

ft. in.s. 

3 

Shale 

a>U 0 

pLi w.. 

0 

44*83 

29 

3 i 

Limestone 

84*53 

30 

4 

Shale 

43*77 

31 

6 

Limestone 

84 *3 » 

32 

5i 

Shale 

48*31 

33 

4 

Limestone 

83-87 

34 

I 3 

Shale 

41-04 

35 

9 

Limestone 

81-62 

36 

I 8 

Shale 

43*34 

37 

3 

Limestone 

81-03 

38 

3 

Shale 

45*69 

39 

8i 

Limestone 

84*59 

40 

3 

Shale 

43*15 

41 

3i 

Limestone 

80-59 

42 

I I 

Shale 

22-38 

43 

3 

Limestone 

76-28 

44 

7 

Shale 

38-34 

45 

4 

Limestone 

81-23 

46 

I 

Shale 

53-91 

47 

6 

Limestone 

84-35 

48 

2 0 

Shale 

24*37 

49 

5 

Limestone 

78-25 

50 

4 

Shale 

30-06 

51 

34 

Limestone 

80-25 

52 

8 

Shale 

24-84 

53 

74 

Limestone 

82-24 

54 

9 

Shale 

33*49 
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bO V 

No. 

> 



No. 

V 


l|3 



0 




Su'S 

0 

ft, ins. 




ft ins. 



55 3i 

Limestone 

81-87 

79 

3 

Limestone 

o' 

00 

56 4 

Shale 

31-48 

80 

12 

Shale 

45-74 

57 3 

Limestone 

79‘36 

81 


Limestone 

82-15 

4S 3 i 

Shale 

36-21 

82 

12 

Shale 

52-23 

59 4 

Limestone 

66-55 

83 

3 h 

Limestone 

84-90 

5o 3 3 

Shale 

23-85 

84 

2^ 

Shale 

38-16 

61 7 

Limestone 

74-72 

85 

li 

Limestone 

82-84 

62 I 

Shale 

45*45 

86 

2 

Shale 

35-91 

63 8 

Limestone 

69-33 

87 

3 

Limestone 

77-40 

64 3 3 

Shale 

31-81 

88 

6 

Shale 

38-01 

65 7i> 

Limestone 

76 66 

89 

5 

Limestone 

78-96 

66 6| 

Shale 

43-70 

90 

I 0 

Shale 

31-80 

67 3 

Limestone 

78-23 

91 

3 

Limestone 

82*93 

68 6 

Shale 

37-49 

92 

3 

Shale 

41-41 

69 3^ 

Limestone 

78-70 

93 

4^ 

Limestone 

82-01 

70 2j 

Shale 

36-50 

94 

3 h 

Shale 

39*91 

71 5 

Limestone 

79-94 

95 

4 

Limestone 

79-90 

72 1 10 

Shale 

29-04 

96 

10 

Shale 

25-44 

73 4 

Limestone 

8ri2 

97 

3 

Limestone 

72-41 

74 3 

Shale 

34-46 

98 . 

2 

Shale 

39-68 

75 4 

Limestone 

78-28 

99 

5i 

Limestone 

83-90 

76 5 

Shale 

2978 

100 

I 

Shale 

56-64 

77 3 

Limestone 

85-42 

lOI 

3 k 

Limestone 

87-45 

78 3 

Shale 

36-14 






Similar Lias formations, which are becoming more or less 
extensively used for cement manufacture, are found in 
South Wales near Cardiff, and also on the opposite side 
of the Bristol Channel, in the Bridgwater district of 
Somerset. The following analyses, taken from our test 
books of 1911, may be quoted as examples of the average 
stone and shale from the working face of a quarry near 
Cardiff;-^ 
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Lias Stones 



No. I. 

No. 2. 

No. 3. 

Water and organic matter 

*20 

•29 

•06 

Silica .... 

10-83 

'9*30 

I0‘45 

Alumina .... 

1-94 

2*57 

2*6> 

Oxide of iron . 

•90 

*94 

•98 

Carbonate of lime . 

84*01 

84*19 

83*08 

Carbonate of magnesia . 

1*53 

1*59 

r 6 f) 

Sulphuric anhydride 




Alkalies and loss 

*59 

1-12 

1*10 


lOO'OO 

100-00 

lOO'OO 


Lias 

Shales 




No. I. 

No. 2, 

No. 3. 

Water and organic matter 

1*01 

1-82 

2*12 

Silica .... 

• 34*13 

37*73 

40*22 

Alumina .... 

6-15 

10*95 

12*14 

Oxide of iron . 

1*94 

3*06 

2-65 

Carbonate of lime . 

• 5371 

42*26 

37*46 

Carbonate of magnesia . 

2 *06 

2*88 

2*94 

Sulphuric anhydride 

trace 

trace 

trace 

Alkalies and loss 

1*00 

1-30 

2*47 


100*00 

100*00 

100*00 


As with the Warwickshire formations, the stone and 
shale are found interstratified in alternate layers, and 
the following table gives the thickness of each layer, with 
the carbonate of lime contained in each : — 
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No. 





Inches. 






nT '2 

2 



86-32 

3 

- 5 t0 9 

Limestone - 

8373 

4 



85'95 




'00 

cn 

00 

0 

6 

7 

Clay 

52 'i 5 

7 

7 

Limestone 

81-28 

8 

13 


86-63 

9 

7 

Clay 

59-00 

10 


Limestone 

88-79 

II 

13 

)) 

8 s'I 3 

12 

13 

J> 

87'85 

13 

6 

Clay 

50-98 

i 4 | 


( 

85-96 


•57 

Limestone < 

85-40 

16) 


192*30 

17 

8 

Clay 

45*34 

18 

^3 

Limestone 

82*03 

19 

13 

„ 82*89 

20 

5 

Clay 29*78 

21 

10 

Limestone 88*76 

22 

22 

89'38 

23 

3 

Clay 43-89 

24 

13 

Limestone 87*52 


No. 

tun Si 

03 0 

it 

Ig 

Inches. 


Percentage 
of Carbonat 
of Lime. 

25 

26 

7 

Clay 

57-53 

f85-74 

27 

28 

29 > 

>39 

Limestones 

86-41 

85-15 

188-74 

30 

31 

8 

Clay 

33 27 

'91-91 

32 

33 

34. 

36 

Limestone - 

81*21 

90*96 

.87-94 

35 

7 

Clay 

41-64 

36 

7 

Limestone 

87-55 

37 

3i 

Clay 

52-96 

38 

7 

Limestone 

86-33 

39 

3i 

Clay 

38-68 

40 

5 

Limestone 

83-62 

4 » 

7 

Clay 

25-83 

42 

4 

Limestone 

77-09 

43 * 

3i 

Clay 

47-56 

44 

4i 

Limestone 

84-32 

45 

si 

Clay 

58-96 

46 

4 

Limestone 

87-65 

47 

^4 

Clay 

* 5 - 7 * 

48 

13 

Limestone 

78-22 


In many of the Lias rocks, a matter which requires 
somewhat careful attention, is the occasional presence 
of noticeable quantities of iron pyrites, which tends to 
increase the sulphur compounds in the resulting cement, 
sometimes to a rather uncomfortable extent. 

In North Wales and elsewhere, where suitable limestone 
and shale, or limestone and clay are to be found, there are 
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small factories erected to supply local demands. The 
following analyses, taken from our testing books of 1884, 
may be interesting as showing the composition of some of 
the Welsh limestones and clay, and of the cement made 
therefrom at that period : — 



100*000 

Cement 


Loss at 212° . . . . . -^o 

Silica ...... 22*20 

Alumina 12-45 

Lime 27-40 

Magnesia 2*98 

Sulphuric acid . . . j-jj 

Alkalies -gi 


100*27 

It will be noticed that these materials contained a 
varying but considerable quantity of magnesia, often 
resulting in a decidedly uncomfortable quantity of that 
constituent being present in the finished cement; they 
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also had to be treated by the somewhat more expensive 
dry process of manufacture. A white marl deposit was 
subsequently found in the neighbourhood, which, as will 
be seen from the following analysis, contained no magnesia, 
and which could be treated in the wash-mill by the wet 
process ; it was therefore substituted for the limestone, 
,with satisfactory results. It was, however, rather inclined 
to fee rough and gritty, even after treatment by the wet 
stones, the grit apparently consisting of small nodules of 
carbonate of lime, and this gritty nature was the source of 
considerable trouble. The resulting cement was, however, 
a vast improvement on that produced from the limestone, 
and, of course, by the wet process the cost of reduction was 
materially less. The analyses of the marl, of the clay used 
with it, and the cement produced from them, taken from 
our testing books of 1885, are given below : — 

Marl 


Silica .... 

'05 

„ (insoluble) 

'15 

Alumina .... 

•50 

Carbonate of lime . 

• 98-57 


99-27 

Clay 


Carbonic acid . 

7-39 

Silica .... 

• 5 i ‘82 

Alumina and oxide of iron 

28-43 

Lime .... 

5*19 

Magnesia .... 

3-01 

Sulphuric acid . 

1-18 

Water and organic matter . 

2*49 

Alkalies and loss 

99*51 

-49 
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Cement 


Loss at red heat 

1*50 

Lime 

61*25 

Silica 

21*20 

Alumina and oxide of iron 

11*40 

Alkalies, etc. (not estimated) . 

95'35 

4’65 


100*00 


In Cambridgeshire and elsewhere natural marls are 
found, the chemical constituents of which approximate 
very nearly to that of raw slurry, Le, Portland Cement 
before calcination. The earliest method of utilising these 
deposits for cement-making purposes, was to simply 
calcine the raw material as it came from the pits, with- 
out any mixing or blending. Owing to the irregular and 
uncertain nature of the deposit, the resulting cement was 
altogether unreliable, and therefore this method had to be 
abandoned. The more recent method is to thoroughly 
mix and blend the marls, by passing them through a 
wash-mill in the ordinary way, sometimes with the 
addition of a small quantity of the chalk found in the 
neighbourhood. During the last few years these deposits 
have also been most successfully and economically treated 
by the dry process, the somewhat soft nature of the marl 
rendering it peculiarly adapted for grinding and mixing 
in the dry state. 

The unreliable nature of the cement produced by the 
direct calcination of the deposits in the earlier attempt^, 
gained a rather unenviable notoriety for the cements made 
from the Cambridgeshire marls, and, judging from samples 
that came under the author’s notice some twenty-five years 
ago, it certainly was the most utter rubbish that was ever 
honoured with the name of Portland Cement During the 
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last few years, however, he has had occasion to test and 
examine samples of cement more recently produced in 
that neighbourhood, and the results show that, with 
proper care, a Portland Cement can be produced equal, 
if not superior, to the Thames and Medway brands. The 
following analyses, taken from our testing books of 1887 
^and 1901, may be given as examples of the Cambridge- 
shire malrs; it will be seen that they approximate very 
nearly to the constituents of raw Portland Cement slurry, 
and only require either proper blending, or a very small 
addition of chalk, to bring them up to the 76 per cent, of 
carbonate of lime usually present in an ordinary slurry 
or compo : — 


Marls 



No. I. 

No. 2. 

Loss at 212" 

. 1*20 

1*25 

Silica .... 

17*25 

12*96 

Alumina and iron oxide 

7*25 

7*35 

Carbonate of lime 

• 73*92 

76*66 

,, magnesia 

. trace 

1*45 

Alkalies and loss. 

*45 

*33 


100-07 

lOO'OO 


A source of raw material which has lately been utilised 
for cement-making purposes, is the lime-waste from alkali 
and similar works. The great obstacle which has hitherto 
prevented this material being utilised for that purpose, is 
the considerable amount of sulphide usually contained in it 
— sufficient, in fact, to render the cement absolutely danger- 
ous and useless. A process has, however, been devised by 
which nearly all the sulphur is recovered from the waste, 
rendering it sufficiently pure for cement-making purposes. 
The author had occasion recently to visit an alkali works 
where this waste, by mixture with a local clay, was success- 
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fully used for the manufacture of a high-class Portland 
Cement. The waste being in an extremely fine state 
of division, it was found impossible to mix it with the clay 
by the continuous process of washing ordinarily in use with 
chalk and clay, as the waste simply passed out of the mill 
as fast as it was fed in. An intermittent process was 
therefore adopted, each mill-full being thoroughly mixcd^ 
and tested as to the accuracy of the proportions befpre 
being conveyed to the drying floors. The waste being in 
such a fine state of division, one frequent cause of un- 
satisfactory results with ordinary chalk — viz. the presence 
of small unreduced lumps of chalk in the slurry — was 
eliminated; and, moreover, as it contained a considerable 
amount of carbon, also in a fine state of division, the fuel 
required for calcination was considerably less than that 
used with ordinary materials. Particular attention was 
paid to the grinding of the calcined clinker, and thus a 
first-class Portland Cement was produced. Below are 
given the analyses of the raw materials and of the 
resulting cement : — 


Alkali Waste 


Water and organic matter . 

3-80 

Carbonic acid .... 

■ 39'6o 

Silica 

I ‘98 

Alumina 

1-41 

Oxide of iron .... 

1-38 

Lime 

48-29 

Magnesia 

1 - 5 ^ 

Sulphuric acid .... 

1-26 

Potash 

*35 

Soda 

-29 


99'87 



Rwm Materials 

Clay 


Water and organic matter . 

ob 

01 

Carbonic acid .... 

7-65 

Silica 

• 48 ’ 3 i 

Alumina 

23-35 

Oxide of iron .... 


Lime 

. 58* 

Magnesia ..... 

2 ‘Sl 

Sulphuric acid .... 

1-53 

Potash 

‘32 

Soda 

'23 


10002 

Cement 


Water and carbonic acid . 

I ‘40 

Silica 

• i 9 ‘S 5 

Alumina ..... 

. 10*65 

Oxide of iron .... 

3 ' 3 o 

Lime 

• 59‘55 

Magnesia. .... 

2*41 

Sulphuric acid .... 

208 

Potash ..... 

‘51 

Soda 

•37 


9982 


The raw materials hitherto mentioned are the principal 
ones from which Portland Cement is manufactured in 
England. In Appendix II. is given the chemical com- 
position of materials which are utilised to a greater or less 
extent for cement making in England and other parts of 
the world, and which may be of interest as showing that 
cement-making materials exist almost everywhere, although 
not always in sufficient quantity, or capable of sufficiently 
economical treatment, to be available commercially. 

The foregoing materials, differing widely in their 

D 
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physical properties, naturally require different methods 
of treatment in the first operation of mechanical mixture ; 
these methods of treatment may be classed under two 
principal heads, viz. the wet process, and the dry process. 
The wet process, with one or two exceptions, is adopted 
for all those materials which by treatment in a wash-mill, 
with a large excess of water, can be broken up and reduced 
to a perfectly homogeneous creamy mixture, technically 
termed slip or slurry. The chalks and clays of the London 
district and elsewhere, and also the soft marls of the 
Cambridgeshire district, are treated by this process. The 
dry process is generally adopted with those materials 
which are of too hard a nature to be treated in the wash- 
mill. It consists of first drying the raw materials, if 
necessary, and then grinding them together in the correct 
proportions to a more or less impalpable powder; the 
resulting powder, technically termed raw meal or 
compo, is then damped sufficiently to enable it to 
be pressed into bricks, which are again dried before being 
loaded into the kilns for calcination, or, in the case of 
rotary kilns, the raw meal is fed direct into the kiln. In 
both wet and dry processes the method of treatment after 
calcination is the same, the clinker after it leaves the kilns 
being reduced to a powder by any convenient comminuting 
machinery. 



CHAPTER III 


WET PROCESS 

The wet method of manufacture, for dealing with chalk 
and clay, or other soft materials which can be treated in 
a wash-mill, may be subdivided into two separate heads, 
viz. the “Wet Process,” and the “Semi-Wet or Goreham 
Process.” The latter is the later, and almost exclusively 
used at the present time, as it does away with the necessity 
of backs or settling tanks, the slurry, after leaving the 
mills being pumped direct to the kilns, thus effecting a 
considerable economy in labour. 

The wet method of manufacture consists of mixing the 
chalk and clay, or other materials which are capable of 
such treatment, in a wash-mill with water, until they are 
broken up and reduced to a sufficient degree of fineness 
to pass through the grating, with which the outlets of the 
mill are provided. 

The wash-mill, a sectional elevation and plan of which 
are given in fig. i, consists of an annular pit, about four- 
teen to eighteen feet in diameter, according to the required 
output, lined with brickwork, in and around which revolve 
a series of harrows, carrying a number of suitable tines or 
knives to break up the materials under treatment. These 
harrows are suspended by chains from a series of radial 
horizontal arms, properly stayed and braced, the whole 
being driven by a crown wheel at the top of the central 
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vertical spindle. The illustration is reduced from a work- 
ing drawing, and it will be noticed that only the two 
outside tines in each case are shown in full. The harrows 
are triangular in plan, as indicated by the dotted lines, and 
each one contains about twenty tines, which are so arranged 
that in their path round the mill every part of its area is 
.swept by them. In order to further assist the breaking up 
of the chalk, spikes and jagged projections are sometimes 
inserted round the outer walls of the mill, so that when the 
chalk is violently dashed against them, its reduction may 
be thereby assisted. This, however, is not a usual practice, 
and would only answer in the case of grey chalk, which 
contains no flints; the flints in an ordinary white chalk 
would spon render such projections valueless. 

In using chalk and clay, the usual method is to feed the 
raw materials, by means of barrows, through a convenient 
tip-hole at the side of the mill, a trustworthy man being 
placed in charge, to see that the proper proportion of each 
material is used. It is unnecessary to add that this tip- 
hole should be so arranged, in accordance with the direction 
in which the mill is revolving, that the materials will have 
to traverse the greater part of the circu*mference of the 
mill before coming to the outlet, for it is obvious that if 
the outlet grating is close to the tip-hole, and the materials 
are dashed against it immediately on entering the mill, 
some of them, especially the softer clay, and probably 
some of the finer chalk, will pass through without being 
treated by the mill. 

With most materials of this description, it will be found 
convenient to arrange the barrows of such size, that two 
barrows of chalk are required to one barrow of clay, both 
being weighed in, and so that, the chalk barrows being 
kept constant in weight and size, any alteration in the 
proportion of the raw materials used, may be effected by 
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reducing or increasing the weight of clay used. In some 
cases it is found economical to first partially reduce the 
chalk, by running it through crushing rollers before feeding 
it into the mill, but the more usual method is to provide 
the wash-mill gang with sharp-pointed hammers or picks, 
with which to break the large pieces of chalk, so that no 
chalk is fed into the mill in larger pieces than three or 
four inches in diameter. Of course, immediately f the 
materials are fed into the mill the larger pieces gravitate 
to the bottom, where they are gradually reduced by the 
action of the harrows until fine enough to pass out through 
the grating provided for that purpose. The water necessary 
for the reduction of the materials is generally fed in at the 
centre of the mill, the supply pipe leading into a circular 
funnel arrangement fixed to the centre spindle, which 
revolves with the mill, and from which two pipes deliver 
just above the level of the harrows ; this method ensures 
the water being more evenly distributed than if fed in 
from any fixed point on the outside. 

The chief point of difference between the now obsolete 
“ Wet Process ” and the Goreham or “ Semi-Wet Process ” 
is, that in the former the whole of the work was done by 
the wash-mill itself, with the aid of a large excess of water, 
and after leaving that mill, the raw materials were in a 
perfect state of mechanical amalgamation ; whereas, in the 
latter process, much less water is used, and the wash-mill 
only partially completes the work, the final reduction and 
mixing being accomplished by means of millstones or 
other convenient grinding machinery. 

, By the semi- wet process, only sufficient water is added 
to render the mixture sufficiently fluid to be readily 
pumped to the kiln ; the slurry generally contains 40 
to 45 per cent, of water, which means about 10 or 15 
per cent, of added water, according to the amount con- 
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tained in the raw materials. At the outlets of the mill a 
stout iron grating is used, the individual bars of which 
are wedge-shaped in section, as shown in fig. 2, the 
broader end of the wedge facing inwards; these bars are 
usually placed about f inch apart, so that when the 
materials are sufficiently reduced to pass this grating they 
leave the wash-mill to be further treated by the millstones 
or» whatever grinding machinery may be adopted. On 
leaving the wash-mill the rough slip or slurry passes into 
the elevator sump, whence it is elevated by means of a 
strap elevator or other convenient method to the small 



SECTION OF GRATING. 

Fig. 2. 

feeding tank placed over the wet mills. This elevator 
ordinarily consists of a rubber composite belt, about one 
foot broad, running on flanged pulleys top and bottom, 
with buckets bolted to it, of such size and at such intervals, 
that the amount of slurry passing through the mill can be 
readily dealt with. Like all elevators of this class, it is, of 
course, driven from the top pulley, and for work of this 
sort it is essential that the bucket belt should be kept 
fairly tight, so as to prevent slipping as far as possible, 
should its inner surface come into contact with the greasy 
slurry. A very good arrangement for effecting this object, 
which from personal experience answers very well, is to 
arrange the bearing of the lower pulley on a sort of rect- 
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angular frame, which is hinged at one end and weighted at 
the other, so that any slight slackness of the belt, due to 
stretching or other cause, is thereby compensated, and the 
elevator always maintained at one degree of tension. 
Although belt elevators have now come into general use 
for this purpose, wheel elevators of the type shown in fig. 3 
are sometimes used for slurry elevation. As will be seen, 
from the illustration, which is reduced from a work^g 
drawing, it consists of a large skeleton wheel, with buckets 
fixed on its outer circumference, and it must of course 
be of sufficient diameter to elevate the slurry to the desired 
height. There is this to be said in favour of the wheel 
elevator, that when it is once erected, it will run for a long 
time with practically no attention, whereas the wear and 
tear on a bucket belt is considerable, and a firm of manu- 
facturers recently assured the author that they had quite 
lately abandoned belt elevators in favour of the wheel 
type. 

With the white chalks, where flints are abundant, and 
often embedded in the centre of the mass, it is impossible, 
even by the most careful picking, to prevent a certain 
amount of flint passing into the wash-mill, and the friction 
of th^se flints causes the harrow tines or knives to wear away 
very rapidly. The usual form of harrow tine is square in 
section, with a shoulder and thread formed at the upper end, 
to enable it to be passed throuejh the opening provided in 
the harrow frame, and firmly fixed thereto by means of a nut. 
Where these tines or knives wear very fast on account of 
flints, a modification is sometimes adopted, the tines being 
made of flat bar iron, rectangular in section, fixed by means 
of a set s:rew to a specially designed harrow frame, and 
projecting through the top; as the bottom of the tine 
wears, the working end can be lengthened by loosening the 
set screw, and lowering it through the harrow frame to the 
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desired depth. A further modification of the same idea, is 
to adjust the height of the tine by simply passing a ring 
or pin through it, to prevent it falling too far through the 
frame, and holes being made in the tine at suitable inter- 
vals, it can be lowered by simply shifting the pin or ring to 
the hole next above it. 

In cases where a hard chalk has to be used, which is more, 
than usually difficult of reduction, the wash-mill process is 
sometimes divided into stages, the chalk alone being fifst 
dealt with and reduced, before the clay is added. It is 
usual in such cases to first pass the chalk through crushing 
rollers, which partially reduce it, whence it passes to wash- 
mill No. I ; here water is added, and by means of heavy 
harrows of special design, it is broken up fine enough to 
pass a coarse grating into mill No. 2. In this mill the clay 
is added, and the slurry passes out into mill No. 3 for a 
final mixing and reduction, after which it is passed through 
wet stones, to ensure the thorough reduction of the chalk 
and a complete amalgamation with the clay. 

With flinty chalk, it is also found necessary to periodic- 
ally run the mill empty, or “ wash down ” as it is called, in 
order to remove the flints which accumulate at the bottom 
of the mill ; this is accomplished by stopping the supply 
of chalk and clay, and continuing for a while the supply of 
water, so that in a few minutes all the reducible material 
has passed out, and nothing is left in the mill but the flints, 
and perhaps a few very hard pieces of chalk. Generally 
speaking, it is undesirable to allow this thin slip and 
excess of water to pass to the kilns in the ordinary 
way, a more convenient method being to pump it into a 
small back or reservoir specially constructed for that pur- 
pose, and utilise the slurry thus produced for daubing kilns, 
and odd jobs of a similar nature. In addition to the large 
excess of water, the wash-down slurry generally contains 
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a considerable excess of chalk ; owing to the clay being 
the more easily reduced, as soon as the supplies are stopped, 
it rapidly passes out of the mill, and the remaining slurry, 
if not pure chalk, at all events contains a great deal too 
much of that material. To avoid this excess of chalk, 
the author always adopted the plan of adding one or two 
barrows of clay, according to requirements, during the 
w^sh-down process, so that, with the exception of an ex- 
cess of water, there was not much amiss with the resulting 
slurry. 

The millstones used for the final reduction and amalga- 
mation of the slurry are the ordinary French burrs of the 
usual bedstone and runner type, the most general size 
being 4 feet 6 inches in diameter, of which an illustration 
is given in fig. 25, p. 128. The usual method of feeding 
the wet stones is to allow the rough slurry to run from the 
small feeding tank or reservoir above, where it is deposited 
by the elevator, through a wooden shoot or trough into the 
eye of the stone, a separate shoot with a suitable cut-off 
arrangement being provided for each pair of stones. To 
prevent the slurry splashing off the crossbar out at the eye 
of the stone, and thus passing to the pumps without proper 
reduction, a circular cap or disc is fitted over the eye, which 
encloses it altogether, with the exception of a hole about 
6 inches in diameter, through which the slurry is fed. The 
wet stones are generally arranged on a line shaft, in which 
case, instead of the wooden trough arrangement above 
mentioned, a neater method of arranging the feed is to 
distribute the slurry from the service tank, through an 
ordinary 6-inch cast-iron slurry pipe, running along at the 
back of the stones, with a T-joint and short length fitted 
with a cut-off for each pair of stones. 

It is hardly necessary to add that, in order to obtain 
good results with the wet stones, they must be accurately 
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balanced so as to run true, and also be properly dressed. 
The dress of millstones is a matter upon which all prac- 
tical men differ, so that it is hardly possible to lay down 
any hard and fast rule on that point. The dress adopted 
by the author for a pair of stones of 4 feet 6 inches dia- 
meter, and which he found to give very good results, was 
as follows : — 

Runner. — Face, or true horizontal grinding surfade, 
ten inches wide, properly staffed down. 

Throat or swallow, commencing three inches above face 
and gradually diminishing towards same. 

Cracks or furrows, about three inches apart, and ex- 
tending from throat to about five inches from edge of stone, 
viz. three inches beyond commencement of face 

Bedstone. — Same face and furrows as runner. Breast 
to be kept down half an inch below face. 

It was found that stones dressed according to the above 
method did not require taking up more than once a month, 
and produced a very good slurry, but this of course would 
depend entirely upon the nature of the materials to be 
treated. 

In order to practically avoid the necessity of dressing 
wet stones, Messrs Addison, Potter and Son, of Newcastle, 
have patented a system of building them up, by which the 
eye or throat is composed of burrs in the ordinary way, but 
the grinding surface or face is made up of pieces of rock 
emery, set in a specially prepared metallic composition. 
By this means they claim that the face always keeps sharp, 
and only the throat requires occasional dressing. The 
author has not had personal experience of these especially 
prepared stones, though certain well-known manufacturers 
in the north of England testify to their efficiency. 

The tube mill, used for the final reduction of the cement 
clinker (see fig. 38), is sometimes adopted, instead of milU 
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stones, for completing the final grinding of the slurry, with 
very satisfactory results as regards efficiency, especially 
where a hard chalk is used which is difficult of reduction. 
An instance came under the author’s notice some few years 
ago, in which attempts to use a hard local chalk were a 
comparative failure, owing to the inability of the wet stones, 
then exclusively in vogue, to deal with it efficiently, and, 
aj a consequence, softer chalk had to be imported, entailing 
considerable extra cost for raw materials. The slurry, 
instead of being of the proper, smooth, creamy consistency, 
was harsh and gritty, owing to small insufficiently reduced 
particles of hard chalk, and the resulting cement suffered 
in quality as a natural consequence. The subsequent 
introduction of the tube mill, as a finishing mill, entirely 
got rid of this trouble. One great advantage of the tube 
mill over wet stones is, that it requires little or no attention, 
whereas the latter of course have to be up every three or 
four weeks for dressing purposes. 

The pipes used for conveying the slurry from the 
pumps to the drying floors or kiln drying chambers, are 
usually of cast iron, of six inches internal diameter, with 
flanged joints. It is, perhaps, unnecessary to mention that 
they should be covered with a protective coating of straw or 
similar material to prevent injury from frost, through the 
freezing and consequent expansion of the slurry contained 
in them. The pipe line being necessarily carried over the 
top of the kilns, is consequently often in a rather exposed 
situation, and instances have occurred, during severe winters, 
of considerable damage and inconvenience through the 
neglect of this simple precaution. In some works a half- 
inch wTOUght-iron pipe is placed inside the slurry pipes, and 
a jet of steam passed through it when necessary ; this has 
been found very effective in preventing the slurry from 
freezing. The form of outlet from these pipes, though 
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perhaps a minor detail, is one which will fully pay for 
proper consideration. A very convenient form is that 
shown in fig. 4, commonly known as the “ treacle-pot ” 
outlet, being of the same design as that used for cutting off 
the flow of such viscous fluids. The illustration is reduced 
from a working drawing, and shows the outlet in plan as 
seen from beneath, and in elevation. The cut-off disc, part 




PLAN FROM BENEATH. 
Fig. 4. 


of which is elongated into a projecting handle^ swings on 
the bolt at the right, so that the flow can be wholly or 
partially cut off as required. Anyone who has experienced 
the squirting power of slurry under pressure, by trying to 
screw on an ordinary plate-cover, while the pumps have 
been working to force the slurry to a kiln further on, 
will fully appreciate the utility and convenience of the 
“ treacle-pot ” outlet. 
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The pumps generally used for forcing the slurry through 
the distributing pipes are of the usual three-throw type, 


Fig. 5. 

shown in fig. 5, with heavy plungers of about six or eight 
inches diameter, according to the work which they have to 
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perform. An air chamber is attached to the delivery pipe 
to equalise the pressure, and on the top of this air chamber 
is fixed a pressure gauge. By this means, the man in 
charge can always see what pressure he is putting upon 
the pipes, and, knowing what the pressure should be to a 
certain distance, he can to some extent thereby regulate the 
fluidity of the slurry. To prevent any chance of accident 
or damage to the pipes or gearing from over-pressure, a’ 
weighted safety valve is fitted to the delivery pipe, which 
allows the slurry to blow off back into the sump, when the 
pressure exceeds a certain limit. These pumps are driven 
by fast and loose pulleys, and the crank driving each pump 
is arranged at a different angle on the shaft ; by this means 
each pump does its work at a different period of the revolu- 
tion of the shaft, thus equalising the pressure and maintain- 
ing a steady stream of slurry. If a certain pump is not 
doing its work properly, the pressure on the gauge will 
naturally drop suddenly during the stroke of that pump, 
and an examination of the gauge will, therefore, indicate if 
each one is doing its fair share of work. 

Where the chalk supply is at a convenient distance, 
arrangements are sometimes made to wash the chalk at 
the quarry, and pump it to the works in a fluid condition. 
In one instance where this is done, the chalk is washed 
with a considerable excess of water, practically the same 
as when used for the wet process, and is then pumped to 
the works to a series of settling backs, where the greater 
part of the water is allowed to drain off. It is then con- 
veyed in wagons to the wash-mill, where the clay is added, 
and after leaving this wash-mid, passes through a second 
qne, to ensure complete mixture with the clay before 
going to the slurry pumps for distribution to the kilns. 
The proportions of chalk and clay are based on the 
weight of dry chalk, and as the water contained in the 
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washed chalk necessarily varies a good deal, the exact 
amount is carefudy estimated every day, and the propor- 
tions calculated therefrom. By this method, wet stones 
may be dispensed with, as the chalk is thoroughly reduced 
in the quarry wash-mill before being pumped to the works, 
while the soft nature of the clay enables it to be thoroughly 
reduced, and amalgamated with the chalk, by passing 
thr(4Ugh the two consecutive wash-mills at the works. If 
the chalk contains any appreciable quantity of sandy, gritty 
matter or fine flints, such will be found to settle in a fairly 
well defined heap under the shoots, where the fluid chalk 
enters the backs. This sediment cannot, of course, be used 
for cement-making purposes under such conditions, and it 
is therefore carefully avoided by the wash-mill gang, and 
removed when the back is emptied. 

The most important item of the wet process is, that 
the chalk should be thoroughly reduced, and the materials 
thoroughly amalgamated. Where a flinty chalk is used, 
little pieces of flint, in passing through the wet stones, 
are so difficult of reduction, that they raise the edge 
of the stones and cause them, in the millers parlance 
“to throw grit,” ie. allow coarse particles of chalk to 
escape. The clay being of a readily reducible nature, 
will generally amalgamate fairly easily, the chief difificulty 
lying with the chalk. Samples should, therefore, be taken 
periodically from the shoots leading to the pumps, to as- 
certain if the reduction is efficiently accomplished. A 
rough opinion can be formed by the feel of the slurry 
between the thumb and finger; if unreduced particles of 
chalk are present to any appreciable extent, it will have a 
rough gritty feeling, instead of the smooth creamy consist-' 
ency of a perfectly washed slurry. The best method of 
testing its fineness of reduction is to wash a meapred quan- 
tity, say ten fluid ounces, through a sieve of 76 holes per 
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lineal inch, and also through one of i 8 o hol^s, and' to .mwr 
sure any residue that be left in a graduated measuring 
vessel. The residue on the former sieve should uot 
J per cent, arid on the latter 3 per cent. On the excellente 
of this mechanical mixture more depends than is generally 
recognised, as, if the coarse particles of chalk in the slurry 
exist to any great extent, it will be impossible for the silica 
and alumina of the clay to combine properly with them 
or, so to speak, for the silica and alumina to soak up the 
lime during the process of calcination. If the mixture is 
imperfect, the combination between the lirhe, silica and 
alumina will also be imperfect, and an imperfect and greatly 
weakened fcement is the result. Further than this, the 
more complete the mechanical mixture, the greater the 
quantity of chalk that can be used with safety, and, cceteris 
panbus^ the stronger the cement obtained; and, what is 
still- more important, it will generally be found that an im- 
perfectly 01 “ badly washed slurry will tend to produce a 
weak and blowy cement, owing to the imperfect combinct- 
tion of the lime in the process of calcination. A marked 
illustration of the above fact, viz. that the better the’n^ixture 
the greater the amount of chalk that may be used with 
' safety; cairie under the author s notice a few years ago at 9 
cement factory, where for a time, during transition from 
wet to semi-wet, both processes were in operation at the 
same time ; exactly the same materials were used Jn each 
case, and it was always fopnd that, owing to the More perfect 
mixture obtainable with the wet process, one or one and a 
half per cent more carbonate of lime could be used with 
safety than with the semi-wet process. Personal observa- 
tion at the various cement works in the Lontilfon district 
suggests that, in this particular, there is still room for some 
iniprdvement in the English practicq, and a little money 
expended On the perfection of the mechanifcal reduction 
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of the Would ^ ply repaid by an joi* 

proved manufacture, tb .say , nothing ^ jess liability ’ 
danger ifi.thfeilm'ry is rath^^l^lly li|ned. 

As an illustration of th<?'^'i|i^|i|^ reiharks, full-sized 
)h:6tpgraphs of three .^amp}^'^ scurry are reproduced in, 
igs. 6, 7, and 8, showihg different degrees of perfection dC 
;he mechanicar mixture ; they may be-tlassed as exampfea"^ 
)f jDadly washed and well washed slurry, and the Ideal 
nixture. In No. 6 it will be seen that the pieces of unreduced 
ihalk range as large as J inch in diameter ; and pieces of dint 
Df about the same size, which are doubtless responsible for 
:fae ,imperfect grinding, are plainly visible as black angular 
‘ragments in various parts of the sample. In fig. 7 there 
ire no particles of chalk much larger than the point of a pin ; 

in fig. 8,the mixture is so nearly homogeneous, that the 
presence of minute particles of unreduced chalk is only indi- 
:;atedj by the, streaks produced by the knife in planing off 
i level surface for the purpose of obtaining a photograph. 

The bad effects of faulty washing, i.e. coarse particles of 
:lialk in the slurry, may be obviated to a certain extent by 
jsing more fuel in calcination, as the higher the temperature, 
the more readily the coarser particles combine, but by this 
means the resulting cement is materially weakened, ^s in 
•btaining a sufficient temperature to cause these coarser 
particles to combine, the other parts of the slurry are over- 
burned, or calcined beyond that point of incipient vifri- 
fication which has been found to produce the best cement, 
to say nothing of the cost of the extra fuel consumed. 

The author was lately assured by a member of a large 
firm of manufacturers, who had recently put down special 
plant to improve the ^reduction of the chalk and tl^e inti- 
mate mixture of the raw’^materials, that they had found such 
a course to be economical, as the more thoroughly washed, 
or r|Lther- the more finely ground slurry thus . produced, took 
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considerably less fuel for calcination than before. It needs 
very little comprehension to understand that, within certain 
limits, the more complete and intimate the mechanical 
mixture, the less heat will be required to bring about the 
proper chemical combination. 

Most manufacturers, in order to further perfect the 
mixture and render the composition of the slurry constant, 
now make use of auxiliary mixing mills, into which the slurry 
is run after it leaves the wet stones. These mills or mixers 
consist of deep circular pits, about 15 feet in diameter and 
6 or 8 feet deep, according to the quantity of slurry to be 
dealt with, in and around which revolve slowly a series of 
long vertical arms or stirrers, suspended from and carried 
round by a horizontal radiating beam, which is driven from 
a centre spindle, very much like a wash-mill, in fact the 
whole mixer is a modification of the ordinary wash-mill. 
Two or more of these mills are used in accordance with 
the quantity of slurry to be dealt with, and in addition 
to perfecting the mixture, they are also used intermit- 
tently, in order to check the proportion of carbonate of 
lime before the slurry is pumped to the kilns. For 
this latter purpose one mill is nearly filled and a sample 
taken for testing purposes, the slurry meanwhile being 
turned into the second mill while the estimation is being 
made. If the mixture is correct, it is allowed to go for- 
ward to the kilns ; if not, it is adjusted by adding clay or 
chalk according to requirements. The author recently had 
an opportunity of inspecting an installation of very large 
mixers of this type, for use with a rotary kiln plant, in 
which it is imperative that the proportions of clay and chalk 
should only vary within very narrow limits. These mixers, 
of which there were three, each had a capacity equivalent 
to 500 tons of cement, and the contents were kept in con- 
tinual motion by slowly revolving vertical stirrers, attached 
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to a still more slowly moving horizontal arm, reaching 
from the centre to the outside of the tank. So far as 
regards regularity of composition of the mixture, this 
method is really more or less a reversion to the old 
back system, in vogue with the now obsolete wet process, 
since it enables a comparatively large volume, or the result 
of several hours’ working, to be thoroughly mixed and 
av^aged before being fed to the kiln, and also allows of 
th'i) correction of any temporary irregularity in the pro- 
portions of chalk and clay. 

A still better arrangement, instead of the circular pits 
above described, is to make them oblong in plan, i.e. with 
parallel sides and semicircular ends, in which two or more 
sets of stirring arms revolve. These stirring arms are 
attached to vertical spindles, driven by crown wheel 
gearing at the top, and are of such length that they 
correspond to the radius of the semicircular ends of the pit, 
while the spindles are rather more than such radius apart ; 
the arms being arranged at different equidistant heights 
on the spindles, and the latter being made to revolve in 
opposite directions, they overlap and pass between one 
another when the mill is working, and thus keep the slurry 
effectually stirred and mixed. 

Another method of averaging and adjusting the slurry 
mixture, which has lately been introduced, and appears to 
be receiving favourable attention, is by means of com- 
pressed air. The author was recently afforded an 
opportunity of inspecting a slurry mixing and adjusting 
plant on this principle, in use with a new rotary kiln 
installation, using stone and shale raw materials on the 
wet thick slurry process. The raw materials were first run 
through Blake crushers of the ordinary type, and then 
elevated to a large hopper over the wet ball mill, which 
was of the kind shown in fig. 47 ; from thence it passed 
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through a wet tube mill for final reduction, and by 
gravitation to the belt and bucket elevator leading to the 
mixing vats; these consisted of six large circular iron 
tanks, about 12 ft. to 15 ft. diameter and about 30 ft. deep, 
each capable of holding about 1 50 tons of wet slurry ; they 
were arranged side by side in two rows of three, so that 
slurry from the elevator could be turned into either at will. 
The tanks were carried on substantial brickwork supp(?(rts, 
and were funnel shaped at the bottom, from which were 
outlet pipes, either leading direct to the pump sump 
feeding the kiln, or to the sump of a second elevator; the 
purpose of the latter was to allow any part of the contents 
of one tank to be run off, and elevated into any one of the 
other five for blending purposes. Introduced into the 
bottom of each tank, a few inches below the commence- 
ment of the conical bottom, and equidistant from each 
other, were arranged five or six iron pipes, about .to 2 
inches diameter, leading to a compressed air chamber, kept 
charged by a suitable power plant ; when, therefore, it was 
desired to mix up and average the contents of any 
particular tank, all that was necessary was to turn on the 
compressed air, and the whole contents of that tank 
immediately commenced to boil like a seething cauldron, 
resulting in very thorough mixing and homogeneising of 
the whole of the contents. Although obviously consider- 
ably more expensive in first cost than either of the 
horizontal revolving arm types of mixer previously de- 
scribed, this compressed air method of slurry mixing is 
undoubtedly much more thorough and effective ; with the 
six interchangeable tanks, such as in this installation, the 
anxieties of the chemist in charge of the manufacture must 
be reduced to a minimum, compared with the early days 
of the wet process, when the slurry was pumped direct 
from the wash- mill to the kiln, and no blending of any 
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kind attempted, except that which took place in the 
wash-mill. 

The more perfect mechanical combination, or rather 
the raw materials being more similar in their chemical 
composition, is doubtless one reason why cement made 
from the Lias districts of Rugby will generally bear a 
higher percentage of lime than those made from chalk and 
clay. As will be seen from the analyses on page 22, the 
Lias stone contains a considerable amount of silica and 
alumina, and the shale likewise contains a considerable 
amount of carbonate of lime, and therefore any unreduced 
particle of either stone or shale would not be so totally 
dissimilar from the composition of the properly mixed 
materials, as would be the case with a chalk containing 
say 99 per cent, of carbonate of lime, and a clay containing 
practically none ; hence the result of an imperfect reduction 
of the former materials would not be so likely to lead to 
disastrous results as with the latter. 

When a grey chalk which contains no flints is used, the 
wet stones are sometimes dispensed with altogether, and 
the work of reduction carried out entirely by the wash-mill. 
According to the process patented by the late Mr W. G. 
Margetts, which is in use at the West Kent Cement 
Works, instead of the outlet from the wash-mill being fitted 
with a grating with |-inch openings, a perforated iron plate 
is used having |-inch circular holes, and the slurry, after 
passing through this plate, is elevated to the wet mill in 
the usual way. Instead, however, of being treated by wet 
stones, it is passed through vertical revolving sieves of the 
section shown in fig. 9. The framework of this sieve is 
angular or polygonal in horizontal section, and is covered 
with brass wire gauze of about 20 meshes per lineal inch. 
As will be seen by the illustration, it is so arranged that the 
slurry is fed in on to a concave plate fixed to the spindle, 
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whence it is projected on to the sieve. The material passes 
by centrifugal force up the slope of the cone towards the 
outer edge of the sieve, and by that means the sufficiently 
reduced particles pass through, and are led to the pumps in 
the usual way, while those particles which will not pass the 
sieve, fly out over its outer edge and are led by a convenient 
spout back to the wash-mill to be further reduced. The main 
advantage of this process is that the power required to dtive 
the sieves is infinitesimal as compared with that required 



for the wet stones, and the finished slurry all having to pass 
through the sieves, the proper and even reduction of the 
chalk is thereby assured. From personal inspection, the 
slurry thus produced is quite equal, if not superior, to 
that usually produced by the wet stones. The use of a 
perforated iron plate at the outlet from the wash-mill, in 
place of the usual grating, naturally tends to keep the ma- 
terials longer in the mill, and thus causes them to be more 
thoroughly reduced in the first instance. Of course, this 
method could not be used with a flinty chalk, as the small 
pieces of flint would very quickly cut holes in the sieves 
.and render them worse than useless. It ma^ be mentioned 
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here that this patent anticipated by a few weeks a similar 
one taken out by the late Henry Faija, in February 1885, for 
an exactly similar purpose and accomplished in practically 
the same manner. It was exhibited by him at the Inven- 
tions Exhibitions of the same year, but, probably owing to 
the priority of Mr Margetts’ patent, was dropped shortly 
afterwards. The essential difference, however, between the 
two patents was that the Faija sieve was vertical and 
cylindrical, whereas the Margetts patent is conical and 
angular. In the latter case the coarse particles work to 
the edge by centrifugal force, whereas in the former they 
were made to drop towards the bottom by a tappet arrange- 
ment on the sieve itself 

Another machine for dealing with slurry on somewhat 
similar lines, i,e. sifting out the unreduced coarse particles, 
and returning them to the mills for further treatment, is that 
known as Clark’s Mill, which appears to have been success- 
fully adopted in several instances. It essentially consists 
of a centrifugal device similar to a miniature wash-mill, 
actuated by revolving brushes, instead of harrows. The 
slurry is fed in at the top, and the centrifugal action of the 
brushes throws it up against a series of sieves or perforated 
plates, arranged on the external diameter of the drum or 
casing ; that which passes the sieves goes forward to the 
pumps, while the rejected material is swept onwards by the 
brushes, and falls out at the opening provided for that 
purpose, to be returned to the mills. In common with all 
such sifting devices, it takes but very little power to drive, 
generally from 5 to 7 H.P., and relieves the mills of a con- 
siderable amount of work, thus increasing their output; the 
author was recently informed by a firm who had adopted a 
Clark’s Mill to deal with wet slurry from a tube mill, that it 
nearly doubled the output of the mill, without any appreci- 
able dinjinutipn of the efficiency of the reduction process. 
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The first point of importance in the manufacture of 
Portland Cement, is that the raw materials should be mixed 
in their correct proportions. The original method of 
checking the correctness of the proportions was to take a 
sample of slurry as it came from the wash-mill, say suffi- 
cient to produce a bushel of clinker, dry it, and calcine it 
in a small sample kiln specially kept for that purpose, 
grind the clinker separately, and test the cement thus 
produced in the usual way. With the older and now 
obsolete wet process, where backs were used, it was the 
custom to take an average sample from each back after 
three or four days’ washing, and correct the mixture in 
that particular back by adding more or less chalk in the 
subsequent washing, according as the samples thus tested 
showed the contents of the backs to contain an insufficiency 
or an excess of that material. This method answered fairly 
well with backs, but with the introduction of the semi-wet 
process it was scarcely so satisfactory, as the correctness 
or otherwise of the washing could not be ascertained till 
at least two days after the sample was taken, and, in the 
meantime, the proportions might have become hopelessly 
wrong. Moreover, although the cement produced from 
such a small sample kiln gives a very good general indica- 
tion as to what the cement will be when produced in larger 
bulk, it differs widely in many respects from the cement 
produced from clinker calcined in large masses in the ordi- 
nary way. The setting is generally considerably quicker, 
and owing to the large excess of coke necessary to obtain 
the requisite temperature with such a small charge, and 
the consequent abnormal contamination by the coke ash, a 
sample burnt in a small sample kiln will bear considerably 
more carbonate of lime than one burnt in a large kiln in the 
ordinary way. It therefore follows that a cement produced 
from a sample kiln showing very slight signs of “ blow,” 
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will generally mean serious “ blow,” when the same slurry 
is calcined in a full-sized kiln in the ordinary course of 
manufacture. 

The most convenient method of checking the propor- 
tions of raw materials during working, is to ascertain the 
percentage of carbonate of lime in the slurry or compo, 
which is generally accomplished by estimating the percent- 
age of carbonic acid, and calculating therefrom the carbon- 
ate of lime. There are several well-known methods of esti- 
mating the carbonic acid gas in any given substance : the 
most convenient, perhaps, for the cement manufacturer’s 
purpose is the volumetric method, which readily enables the 
volume of gas to be determined, and, by the use of tables, 
the percentage of carbonate of lime in the slurry can be 
estimated in a very few moments. 

The first apparatus for this purpose that was used to 
any extent was that devised by Dr Scheibler, shown in 
fig. 10. The gas is generated in the bottle A, and passes 
into the india-rubber bladder K in the bottle B. The con- 
sequent displacement of the air causes the water in the 
graduated tube C to fall accordingly, and thus the amount 
of gas generated is measured. Supposing the apparatus 
to be connected up, as shown, and bottle E full of water, 
the method of working is as follows : Open the nipper tap 
P, and blow through V, till the tubes C and D are filled 
with water a little above zero point. Then close P, and by 
slightly opening it again, the water is allowed to run back 
into E until it is exactly at the zero point. The stopper of 
A being removed, the water in filling C drives the air 
back into B and compresses the bladder K, which should 
be almost completely collapsed before each experiment, so 
that there may be no risk of the gas subsequently gene- 
rated being in any way compressed within it. On the 
other hand, if the bladder is empty before the water in 



6o Portland Cement Manufacture 

the tubes reaches zero, the air in B would be compressed, 
and the water in the graduated tube C would not reach 



the zero mark, in which case the tap g should be slightly 
opened to allow of the escape of the excess of air. 
Of course, once the apparatus has been adjusted the 
bladder will empty itself after each operation, 



Wet Process 


6l 

Take out the gutta-percha acid tube S, and place a 
weighed quantity of dried and finely-powdered slurry into 
the bottle A, taking care that the inside of the bottle is 
carefully wiped dry before each operation. Fill the tube S 
with 10 c.c. of hydrochloric acid of ri2 specific gravity, 
wipe off any acid that may have escaped down the sides, 
and place it carefully in the bottle A, taking care that 
nofie of the acid is spilled during the operation. On 
closing bottle A with a well-greased stopper, the water in 
C will sink slightly, owing to the compression of the air. 
On opening the tap g for a second or so, the pressure is 
removed and the water again rises to zero point. Take 
the bottle A with the right hand, holding it by the neck so 
as to avoid warming as much as possible, and slightly 
incline it so that the acid runs out of the tube on to the 
slurry. The gas will immediately be given off with con- 
siderable effervescence, and cause the water to fall in tube 
C and rise in tube D. By carefully opening tap P during 
the operation, the water in the two tubes should be kept 
as near the same level .as possible. Tilt bottle A by 
degrees so that all the acid runs out of the tube, and when 
the effervescence has practically ceased, thoroughly shake 
with a rotatory motion until all the gas has been liberated 
and no further increase is noted in C. Allow the bottle 
A, which may have been slightly warmed by the hand, to 
stand a minute or two till it has acquired the tempera- 
ture of the air, and after having brought the level of 
the water in D to the same level as C, the reading of 
the latter gives the volume of carbonic acid evolved. 
To this quantity must be added a small amount for 
the gas absorbed by the hydrochloric acid, which is 
approximately 4 c.c. according to the total quantity 
evolved. icx)0 c.c. of carbonic acid at normal tempera- 
ture and pressure weigh 1*97146 grammes, and correction, 
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of course, has to be made for variations in temperature 
and pressure. 

The author knows of no published tables for special use 
with this apparatus, and therefore it involves a good deal 
of calculation. Some few years ago, before the later forms 
of apparatus came into use, he used this calcimeter for 
about twelve months, with the aid of a special set of tables 
kindly lent by a friend, and obtained fairly good results 
with it, certainly as accurate and with much less labour 
than with any of the apparatus of the well-known Schrotter 
type, in which the carbonic acid gas is dried by passing 
through some desiccating agent, and allowed to escape, the 
difference in the weight of the apparatus, before and after 
the evolution of the gas, indicating the amount contained 
in the material under examination. 

A later form of volumetric apparatus is that devised by 
Dietrich, of which a sketch is given in fig. ii. The gas is 
measured over water in much the same way as by the 
Scheibler apparatus, but the water equilibrium is main- 
tained by lowering the left-hand tube which is fixed to a 
clip sliding on a brass rod. Another feature of this appa- 
ratus is, that the gas is made to pass through the coil of a 
condenser immersed in water, so that it is maintained at a 
given temperature. Instead of afterwards correcting for 
variations in temperature and barometric pressure, a set of 
tables is provided for use with this instrument by which a 
variable amount of slurry is used, according to the tem- 
perature and pressure prevailing at the time. A further 
table is also provided, giving the corrections to be made 
for absorption of gas by the acid employed, the amount 
absorbed varying according to the quantity of gas evolved. 
The method of working is very similar to that of the 
Scheibler apparatus. The left-hand tube is raised until 
the water in the right-hand graduated tube reaches the 
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zero mark on the scale. The left-hand tube will then be 
nearly empty. The slurry and the tube containing acid 
having been placed in the generating bottle in the usual 
way, and the stopper replaced, the tap at the top of the 
graduated tube is closed. The acid is then allowed to 
flow on to the slurry ; as the gas is generated it depresses 
the water in the right-hand tube, and the left-hand tube is 
therefore correspondingly lowered so as to maintain the 
equilibrium. When the bottle has been thoroughly shaken 
to make sure that all the gas is liberated, it is placed in 
the condenser jar, where its contents are reduced to the 
temperature of the water therein. The reading of the 
scale, plus the correction for absorption, according to the 
table provided for that purpose, gives the weight of 
carbonic acid evolved. 

Fig. 12 shows a compensated variation of the Dietrich 
apparatus, specially devised by the late Henry Faija for 
use by cement-makers, the details of which have been 
very carefully considered, so as to render the working of 
the instrument as easy as possible. To avoid the necessity 
of correction by calculation for barometric pressure, an 
aneroid barometer is attached to the equilibrium tube, so 
that the pressure in the gas-measuring tube may be thereby 
adjusted to the normal ; by this means, the only factors 
affecting the volume of the gas that have to be taken into 
account are temperature and the amount of gas absorbed 
by the acid used. As previously stated, the latter varies 
with the volume of gas evolved and the amount of acid 
used, but if a given quantity of hydrochloric acid is 
always used, it is evident that the instrument may be so 
scaled as to allow for the percentage of gas absorbed. 
In this instrument the scale has been arranged to work 
with 0*35 fluid oz. or lo c.c. of hydrochloric acid. This 
only leaves the temperature to be taken into account. 
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and a table is supplied by which the ' reading of the 



Fig. 12. 


instrument at a given temperature gives the percentage 
of carbonate of lime in the slurry. The following is the 

F 
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adaptor’s description of the instrument and its method 
of working : — 

A is the generating bottle. 

B is the acid measure. 

C is the gutta-percha acid tube. 

D is the condenser with lead coil. 

E is the gas-measuring tube, having at its upper end 
the two taps F and G. r 

H is the equilibrium tube, which may be moved up and 
down, and secured in any position, by fixing it on the rod 
I by means of the thumb-screw K. 

L is the barometer, to which is attached on its upper 
side the tap M. 

N is an india-rubber ball, attached by a tube to the 
barometer, which ball may be compressed or expanded by 
turning the handle 0, thus adjusting the pressure in the 
instrument. 

To set up the instrument, it is first necessary to secure 
it firmly against a wall, taking care that the tubes E and 
H are perfectly vertical. Then attach the india-rubber 
tube P, connecting the lower ends of tubes E and H. 
Tube H should then be lowered until its upper neck is 
a little above the lowest reading on tube E, a funnel in- 
serted in the neck of H, and the tube filled with water 
until the water rises up to the lowest reading in tube E. 
When filling with water, the two taps F and G should be 
open, and as ?iir is likely to accumulate in the india-rubber 
tube P this should be squeezed and pressed until the air 
is all expelled. The water used should be distilled water, 
and in order that all air may be expelled from it, it should 
be boiled and allowed to cool before pouring into the 
instrument. Then attach the other india-rubber tubes, as 
shown in the drawing, put the stopper into the generating 
bottle A, close taps G and M, and see if the connections 
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are air-tight. This is ascertained by placing the equili- 
brium tube H in such a position that there is a difference 
of several inches in the level of the water in the two tubes 
E and H, and noting the reading of the level of the water 
in tube E; if the connections are air-tight, the water will 
remain at this level for an indefinite period. If, on the 
other hand, the water in E rises or falls, some of the joints 
are* not tight, and they must be made tight by binding 
them with thin brass or copper wire. The condenser D 
should be filled with water. 

Having ascertained that the instrument is tight, the 
mode of working is as follows : — 

First remove the cork from the generating bottle A 
and take out the acid tube C, then open the taps F, G, 
and M. Elevate tube A to such a height that the water 
in tube E is exactly level with the mark immediately under 
tap F, and secure it there by turning the thumb-screw K. 
Weigh out the quantity of carbonate of which it is desired 
to determine the carbonic acid it contains, and place it in 
the generating bottle A. Measure out the proper quantity 
of acid to use, in the measuring glass B, and pour it into 
the acid tube C. Wipe the outside of the ‘acid tube C, so 
as to be sure that no acid has run down the side and 
insert it, with a pair of tongs, into the generating bottle A. 
Reinsert the stopper in the generating bottle A, taking 
care that it is secure and tight. Close tap G, and take 
hold of the thumb-screw K with the left hand and slacken 
it, at the same time keeping the tube H approximately in 
its elevated position. Now take the generating bottle A 
in the right hand, and incline it so that the acid runs out 
of the acid tube C on to the carbonate in the bottle A, 
and as the gas is generated, lower tube H, so as to keep 
the water in tubes E and H approximately at the same 
level. Continue shaking the bottle while the gas is being 
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generated, and be sure that all the acid has run out of the 
acid tube C. Place the generating bottle A into the water 
in the condenser D ; this is to cool the gas, which might 
have been heated by the handling of the generating bottle 
A, down to the temperature of the water in the condenser 
D. Having left it there for a minute or so, remove it, and 
again shake it, and note if any more gas is generated. 
When all the gas is generated, which is indicated by'the 
water in tube E remaining in a constant position, close the 
taps F and M, turn the handle O, actuating the ball N, in 
either one direction or the other, so that the pressure in 
the barometer is diminished or increased, and it indicates 
the normal pressure of 29*92 inches, or 760 millimetres, 
which is shown more distinctly by the heavy line on the 
dial. Adjust tube H, so that the water in it is exactly 
level with the water in tube E, and take the reading of the 
level of the water in tube E. This reading is the amount 
of gas developed at the standard pressure, and simply 
requires correction for temperature, which may be ascer- 
tained by the tables, as already explained. 

When using the instrument the thermometer should be 
placed and left in the water in the condensing vessel D, as 
it is the temperature of this water which governs the 
temperature of the gas ; but it is as well to try and adjust 
the temperature of this water to approximately the tem- 
perature of the atmosphere of the room in which the 
instrument is worked. 

Before commencing an experiment, the reading of the 
barometer should be ascertained, and if above 29*92 inches 
or 760 millimetres, the ball N should be compressed, so 
that by turning the handle O and allowing it to expand, 
the pressure in the barometer will be decreased. If, on 
the other hand, the barometer is below 29*92 inches or 760 
millimetres, the ball N should be left fully expanded, so 
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that by turning the handle O, and compressing it, the 
pressure in the barometer will be increased. 

The author used this apparatus continuously for two 
years at a cement works, and always found it a very 
reliable instrument. There are one or two points, however, 
which need attention. In the first place, care should be 
taken that the graduated tube containing the carbonic acid 
ga§ is not warmed by the rays of the sun or fire, as the 
volume of the gas would thereby be increased and give an 
erroneous reading. It is also as well, as above stated, to 
maintain the water in the condenser vessel at approximately 
the same temperature as the air in the room. 

Another method of estimating the carbonate of lime 
in a slurry, which is largely used on the Continent, 
and seems to be finding a certain amount of favour here, 
is by titration with a standard solution of hydrochloric 
acid, i.e. ascertaining how much hydrochloric acid of 
known strength is required to neutralise the carbonate of 
lime. 

For this purpose 0’5 gramme of the carefully dried and 
powdered slurry are weighed into a titrating flask and 
covered with about 50 distilled ‘water ; 20 c.c. of 

semi-normal hydrochloric acid are carefully added, and 
after effervescence has practically ceased, the solution is 
raised to boiling point and kept boiling for two or three 
minutes to expel all carbonic acid, the usual precautions 
being taken to prevent loss of acid by evaporation ; two or 
three drops of phenolphthalein are added and then a solu- 
tion of semi-normal caustic soda is slowly run in from a 
graduated burette, until the liquid turns red or purple, in- 
dicating that the excess of hydrochloric acid present has 
become neutralised. The amount of soda solution required 
to attain this result is then carefully read off, and the excess 
of acid thus ascertained ; the number of c.c, of acid used 
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to neutralise the slurry, multiplied by 5, gives the per- 
centage of carbonate of lime present. The advantage 
of this process of slurry testing is that there is no baro- 
metric pressure or temperature to be taken into account, 
but it requires rather more careful manipulation and 
chemical knowledge than the calcimeter, which can be 
used by any works foreman. 

It will be found that a regular and systematic method 
of testing the slurry will fully pay for the time and trouble 
involved in making the tests ; in fact, in no other way can 
reliable results be obtained from the materials under treat- 
ment. If the percentage of carbonate of lime is allowed 
to fall below a certain limit, the strength of the resulting 
cement is generally seriously impaired, whereas, if the 
percentage rises too high, an unsound, dangerous cement 
would result, and one that might bring all sorts of un- 
pleasantness in its train, both for the manufacturer and 
the user. It is needless to remark that, of the two evils, 
excess of clay is far less dangerous than an excess of 
chalk, as the former merely results in a somewhat weaker 
cement, while the latter might cause the utter destruction 
of any work in which the cement was employed, and thus 
involve the manufacturer in heavy claims for damages. If, 
where the vertical intermittent type of kiln is in use, the 
slurry is much too low in carbonate of lime, it will be 
found that the mass of the clinker, especially if thoroughly 
burned, will have a tendency to spontaneously disintegrate, 
and fall to powder on cooling, thus choking the draught 
and spoiling the burning of the upper portion and remainder 
of the contents of the kiln. According to Le Chatelier, 
this is due to the formation of certain crystals of di-calcic 
silicate ; if the clinker is somewhat under-burned, and the 
calcination is not carried to incipient vitrifaction, these 
crystals are not formed, and the above-mentioned pheno- 
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menon is not produced. Those conversant with cement 
manufacture have doubtless noticed that when a “burr” 
or extremely hard-burned, partially fluxed piece of clinker 
has been got out of the kiln while still very hot, and 
allowed to cool, the mass will often gradually disintegrate, 
and if burned sufficiently hard, will ultimately be reduced 
to a heap of bluish-grey dust. 

The plan adopted by the author for sampling the slurry 
was as follows ; The man in charge of the wash-mill was 
provided with a large earthenware vessel of about one 
quart capacity, and several smaller ones of about half a 
pint ; a slide or shutter was made to fit into a groove cut 
in the square wooden shoot leading from the wet stones to 
the pumps, so that by sliding in the shutter, the flow of the 
slurry was arrested, and a pool formed of sufficient depth 
to enable a dip to be taken with a small ladle. Every 
quarter of an hour, a sample of slurry was taken from this 
shoot, and placed in the large pot called the “average” 
pot, so that at the end of the day it contained an average 
of the day’s working. In addition to this average sample, 
a sample consisting of three dips taken at intervals of five 
minutes, was taken every three hours, during the day, 
and together with a small sample from the average pot, 
sent up to the testing room. This method enabled a 
correct knowledge to be gained of the percentage of car- 
bonate of lime in the slurry at stated periods in the day, 
and also the average of the day’s washing up to that 
period. 

In taking the sample of slurry for testing purposes as 
it leaves the wash-mill, care must be taken that the sample 
thus procured fairly represents the bulk. It is scarcely 
safe, for instance, to dip a ladle into the surface of the 
stream of slurry as it flows along the trough or shoot, more 
especially if it has been flowing some distance. In such a 
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case, the coarser particles of chalk would have a tendency 
to gravitate to the bottom, and thus a sample taken from 
the surface of the stream only would be misleading. It is 
better in such cases to adopt some modification of the 
sliding shutter arrangement above described, by means of 
which the whole of the flow is temporarily arrested, and a 
fair average sample procured. 

In some works automatic sampling arrangements are 
installed for taking samples, both of the raw mix and also 
of the ground cement, thus ensuring a correct representa- 
tion of the material passing to the kilns and warehouses 
respectively. One American factory, which has installed 
such an arrangement, advertises that the cement is sampled 
“ 450 times an hour,” and this fact is put forward to impress 
the lay mind with the excellence of the product ; of course, 
such an arrangement simply means that a correct average 
sample has been taken of the material going forward, which 
may, or may not be of the desired quality. 

In the course of a recent tour of inspection among the 
principal artificial cement works in Belgium, the author 
saw a rather ingenious arrangement for keeping a check 
upon the composition of the raw material. At a factory 
working on the dry process, with limestone and clay, three 
or four large mixing silos were in use for averaging and 
mixing purposes, and as the raw material passed from the 
grinding machinery to these silos, it was not only auto- 
matically sampled, but also automatically weighed, and the 
weight recorded, so that the chemist in charge of the 
manufacture knew exactly how much material of a certain 
composition had gone forward to a certain silo, and conse- 
quently, if any adjustment was required, was able to calcu- 
late exactly what alterations were necessary to bring the 
proportions right. 

For drying slurry quickly for testing purposes, tin patt^ 
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pans about 3 inches in diameter will be found very con- 
venient, as they can be placed directly over the gas or other 
heating surface, and heated quickly without fear of breakage. 
Care must be taken, however, that the slurry is not exposed 
to too strong a heat when nearly dry, or some of the 
carbonic acid may be driven off, which would of course 
lead to an erroneous result when tested by the calcimeter. 

There is one item, however, which must not be lost sight 
of in estimating the carbonate of lime in the slurry, and that 
is the amount of organic matter contained in it. It is 
very evident that if a slurry contains say 3 per cent, of 
organic matter, which would be lost in burning, in addition 
to the carbonic acid, the actual lime in the calcined product 
would be proportionately higher than if the slurry contained 
only I per cent, of such organic matter. Where facilities 
exist, therefore, it is as well to occasionally estimate the 
loss at red heat, in addition to the amount of carbonic 
acid, as it serves for a check on the calcimeter, and where 
that instrument only is used, also tends to prevent un- 
intentional overliming, consequent on variations of organic 
matter in the clay. 

The correct proportion of carbonate of lime in the slurry 
depends, firstly, on the chemical constituents of the raw 
materials, i.e. the proportions of silica and alumina in the 
chalk and clay, and secondly, on the thoroughness with 
which the several processes of manufacture are carried out 
As will be demonstrated hereafter, a thoroughly washed, 
perfectly-calcined and finely-ground cement, will bear with 
safety a considerably greater percentage of lime than one 
which has been less efficiently prepared. The usual practice 
is for the dry slurry to contain from 75 77 P®** cent, of 

carbonate of lime, according to circumstances ; and most 
manufacturers, having found by experience the exact per- 
penta^e which gives the best results with their niateriate 
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and method of manufacture, endeavour to adhere as closely 
as possible to that percentage. It must not be forgotten 
that, although the estimation of carbonic acid in a slurry 
serves to control the amount of chalk used, the composition 
of the resulting cement does not by any means correspond 
exactly with that of thf slurry, after deducting the carbonic 
acid therefrom, and calculating the residue to lOO parts. 
One factor which largely affects the composition of the 
resulting cement, is the ash of the coke or whatever fuel 
may have been used for calcination. The following table 
of analyses, made by the author in 1899 to investigate this 
question, gives the percentage and composition ot the 
ash of six different samples of coke, taken from various 
cement works on the Thames and Medway. 


- 

Percentage of 
Ash. 

Percentage of 
Insoluble Matter 
in Ash. 

Composition of Ash. 

Si02. 

1 

1 
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» 5 
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62*2 
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1*76 

1-17 

„ 6 

7*2 

41 *9 

34-62 

23'5S|‘8-6o 

9*25 

3*35 
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2-59 


It will be seen that the ash consists chiefly of insoluble 
silicate of alumina and iron, some samples also containing 
a marked quantity of sulphuric acid. As it takes from five 
to ten cwt. of coke to calcine a ton of cement clinker, ac- 
cording to the type of kiln used, it will be readily seen that 
the ash may have a considerable effect on the ultimate 
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composition of the cement. The foregoing, of course, 
refers chiefly to the older vertical intermittent kiln ; with 
the rotary kiln, which only consumes about 25 to 35 
per cent, of ground coal as fuel, in which the ash is about 
6 to 10 per cent., the effect is not so marked, more 
especially as a certain proportion of the ash passes 
through the kiln as dust into the flues beyond, without 
cofltaminating the clinker. 



CHAPTER IV 

KILNS 

Having by the methods previously described reduced the 
raw materials to as perfect a mechanical mixture as 
possible, the next step in the process of manufacture 
is to convert what is merely a mechanical mixture into a 
chemical compound, by calcining it at a sufficiently high 
temperature to cause incipient vitrifaction, usually about 
1200® C. The chemical reaction which takes place on 
calcination is, that the carbonic acid in the chalk or 
carbonate of lime is first driven off, and when the requisite 
degree of temperature to cause incipient vitrifaction is 
reached, the resulting lime combines with the clay or 
silicate of alumina to form silicates and aluminates of 
lime. With the original system of backs, it was usual to 
dry the slurry on drying floors, heated by coking ovens, 
so that the waste heat from the coking ovens was utilised 
for drying purposes, the coke produced being used for 
calcining the clinker. This system is now obsolete, the 
drying being universally effected by utilising the waste 
heat from the kilns, which in the older factories was 
allowed to escape unutilised. 

The kilns used for calcining cement may be divided 
into three classes : — 

(1) The vertical intermittent, or bottle kiln. 

( 2 ) The vertical continuous, or shaft kiln, 
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(3) The horizontal continuous rotatory kiln, generally 
known as the rotary kiln. 

The first named, which is fast becoming obsolete, even 
in its most improved form, was based more or less on the 
early methods of lime burning, except that it was inter- 
mittent in its action, instead of continuous, as in the case 
of the lime kiln. 

The second type, in its latest improved form, is adopted 
in some instances where special circumstances render its 
installation advantageous ; by far the most popular type, 
however, at the present time is the rotary kiln, in fact, 
it would be no exaggeration to say that 95 per cent, 
of the new kilns erected during the last few years have 
been of the rotary type. 

Dealing first of all with the vertical intermittent type, 
the original form of kiln used for calcining cement is 
shown in section in fig. 1 3, which is reduced from a work- 
ing drawing ; although it is far from economical, inasmuch 
as all the waste heat is allowed to escape, the clinker re- 
sulting from this kind of kiln is, as a rule, superior to that 
burned in closed chamber kilns, which utilise their waste 
heat for drying the next load of slurry. The outer 
structure of the kiln may be built of brick, stone, concrete, 
or any convenient material at hand, but its lining, owing 
to the great heat to which it is subjected, must be of fire- 
brick. It is found advantageous, if the kiln is built of 
stone, concrete or other material than brick, to place a good 
back lining of ordinary brick behind the fire-brick lining, to 
minimise the effect of the heat upon the stone or concrete. 
Moreover, when the fire-brick lining gets burnt out and 
has to be renewed, the back lining serves as a contour for 
the bricklayers, and the new lining has only to be laid up 
against the back lining, instead of having to use a template. 

The part of the kiln lining which will be found to 
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require most repairs and attention, is that which is directly 
exposed to the reducing action of the white-hot clinker. 
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very evident that only the lower half of the lining is 
exposed to the reducing action above mentioned. In 
order, therefore, to protect the lining as much as possible 
from this reducing action, it is usual, after the kiln is drawn, 
and before the next load is placed in it, to daub the lower 
part of the lining with wet slurry or similar material, which 
acts as a protective skin, and greatly prolongs the life of 
the^fi re -brick. 

In loading a kiln, the first step is to place sufficient 
wood and coke on the fire-bars to start the fire ; then the 
dried slurry and coke, or whatever fuel may be used, are 
loaded in alternate layers, the quantity of fuel decreasing 
towards the top. The proper loading of a kiln is quite an 
art in itself, and is generally undertaken by the man in 
charge of the loading gang. Most kilns will be found to 
have little peculiarities of their own, and it is the burner's 
duty to watch the clinker as it is being drawn, and note if 
any portions are under or over burned, so as to be able 
to correct any error in the next loading. In most kilns 
the greatest draught is in a line from directly over the 
drawing eye upwards, and naturally where the draught is 
greatest, the least fuel is required. Generally speaking, 
therefore, it is found necessary to place the greatest por- 
tion of the fuel round the outside of the kiln, the centre, 
where there is most draught and less cooling influence, 
requiring comparatively little. The time which a kiln 
takes to burn off depends upon its size and shape, and 
upon the draught, whether natural or forced. Another 
potent factor is the direction and force of the wind ; 
obviously, if there is a strong wind blowing directly into 
the drawing eye, it acts as a forced draught, and con- 
sequently the sooner the kiln burns off ; wherever possible, 
therefore, the kilns should be so arranged that the drawing 
eyes face in the direction of the most prevalent winds. 
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Sometimes, owing to peculiarities of loading or other 
reasons, a kiln “ hangs up,” or “ goes to sleep,” Le. the 
materials in settling down, form a dome or arch of clinker, 
which is almost impervious to the draught, and unless 
vent is given, and a hole made through this dome, the fire 
will take days to get through it, if, indeed, the kiln does 
not go out altogether. If, after being alight a day or two, 
a kiln is found to be progressing very slowly, and linle 
or no smoke issuing from it, it is generally an indication 
that it is “ hung up,” and steps must be taken to pierce an 
opening through the obstruction. This is generally accom- 
plished by opening the loading eye above, and running a 
long pointed iron bar of about ij-inch diameter down 
through the mass, until the obstruction is penetrated and 
free draught reinstated. It is not sufficient to simply make 
a hole through the obstruction ; the unburnt material over- 
lying it should be got down, till the hollow space which 
will be found under the dome in question is filled up, so 
that, as the burning progresses, the contents of the kiln 
may fall in regularly and evenly. 

The fuel most commonly used for burning cement in 
vertical kilns, both intermittent and continuous, is ordinary 
gas coke, and this is the most convenient fuel for kilns 
of that type in this country. Unsuccessful attempts have 
been made to use wood or charcoal, in localities where the 
cost of coal or coke was almost prohibitive; apart from 
the enormous quantities required to obtain anything 
approaching clinkering temperature, the results proved 
decidedly discouraging. When coke supplies are short, 
as sometimes happens in the summer months, substitutes 
have to be used, and of these, hard anthracite coal is found 
to give the best results. The chief objection to coal, how- 
ever, is that, although the kilns hold more slurry, owing to 
the coal being considerably heavier, and therefore occupy- 
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ing less space than coke, it retards their output to a large 
extent, being very much slower in burning than coke. It 
also requires rather different manipulation, and although 
good results have been obtained by the author with kilns 
using nothing but coal for calcination purposes, (except a 
few bushels of coke at the bottom to start the fire), he 
always found that a burner who was used to coke required 
considerable practice before he could get equally good 
results with coal. While on this subject, it may be said 
that the burning of cement requires a good deal more 
judgment and experience than is generally recognised ; to 
load a kiln properly is really as much skilled labour as 
that of a fitter or mechanic. Where ordinary open or 
bottle kilns, without drying chambers attached, are used, 
it will be found a great advantage, when using coal as fuel 
in them, to improve the draught by increasing the height 
of the dome or chimney by a few feet ; a small outlay in 
this direction will be found to materially increase the 
output of the kilns. 

Coming next to the several varieties of combined kilns 
and drying floors — or to be more accurate, kilns of which 
the waste heat is utilised for drying the. slurry or slip — 
although there are several cement works in England which 
claim to have been the first to erect and use kilns of 
this description, the first manufacturer to adopt them to 
any great extent was the late Mr I. C. Johnson, of 
Greenhithe. It may therefore be of interest to reproduce 
the illustration from his original patent. No. 1583, of 1872. 

From the illustration (fig. 14), it will be seen that the kiln 
consists of an ordinary bottle kiln, but without the high dome 
or chimney, and with a long horizontal chamber attached ; 
this chamber is semicircular in section, and at its farther end 
is a flue, with dampers, leading to the chimney shaft. The 
wet slurry is laid on the floor of this chamber, and is dried 
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partly by the waste heat from the kiln passing over it, and 
partly by the radiated heat from the brickwork of the arch. 
As in the case of the drying floors, the first few feet of 
the chamber nearest the kiln have to be built of fire-brick, 
to withstand the intense heat given off by the white-hot 
clinker, the farther end being built of good ordinary brick. 
The floor of the chamber is arranged at such a slope that 
the slurry is about a foot or fifteen inches thick next the 
kiln, and gradually decreases towards the flue end of the 
chamber, where it is only three or four inches in depth. 
With the floor properly arranged in this manner, the slurry 
only has to be allowed to flow into the chamber, and it will 
then find its own level, requiring no superintending and 
levelling, as in chambers that are not so arranged. 

The most serious item of expense in constructing the 
Johnson and similar types of kiln is, that the chamber being 
at the level of the top of the kiln, it must necessarily be 
carried on arches or pillars, or some such structural arrange- 
ment, which entails a considerable expense in building. 
In works which are built at the foot of a chalk slope, such 
as those of the inventor at Greenhithe, this objection does 
not of course hold, for the kilns being bliilt at the foot of 
the slope, the chambers are carried on the chalk, the exca- 
vated chalk being used for the manufacture. Where this 
can be done, the cost of the kiln is greatly reduced, although 
where the chambers have to be carried on arches, these 
arches can be advantageously utilised for stores of various 
kinds. 

The main principle of the Johnson kiln is, that it dries 
the slurry by the heat passing over it, and by the radiated 
heat from the arches of the chamber, and to this method 
some objection may be urged, inasmuch as a good deal of 
alkali and other matter, volatilised during the burning of 

the kiln, is cooled and deposited on the slurry in the passage 
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of the fumes through the chamber, and is loaded into the kiln 
again with the next charge. Although these objections are 
not serious, they detract somewhat from the ideal nature of 
the kiln ; this difficulty may be obviated by constructing flues 
leading from the kiln under the slurry, so that the products 
of combustion pass directly to the chimney without coming 
into actual contact with the slurry. Where this method is 
adopted, it is usual to do away with the arched chamfber 
altogether, and merely throw a light roof over the floor to 
keep oflf the rain. This system also has its advantages and 
disadvantages, for although such open drying floors are 
much less trying for the workmen than the closed arches, 
great care has to be exercised to prevent leakage of slurry 
into the flues. If leakage takes place to any considerable 
extent, it will not only entirely stop up the flue, and so pre- 
vent the slurry drying along that particular flue, but will 
sometimes run forward down into the kiln, and altogether 
spoil the burning. 

The actual loading of the kiln is accomplished in vari- 
ous ways, almost every works having a system of its own, 
the principal aim being to combine economy in labour with 
excellence of results. In the chamber kilns, which have 
just been described, it is usual to wheel the dried slurry in 
barrows along a double 14-inch plank, thrown from the 
chamber across to the opposite edge of the kiln, and tip it 
into the required position : the burner stands below at the 
coke-loading eye, directs where each load is to be tipped, 
and throws the coke on at the proper spot. In some 
works, instead of tipping the slurry direct from the bar- 
rows, four baskets, each of about half a bushel capacity, 
are placed on a flat barrow for ease of transport, and the 
contents thrown as the burner directs. In this way, of 
course, the slurry can be more widely distributed, but 
the author has had charge of works where slurry was 
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tipped direct in barrow-loads, and the resulting clinker 
was all that could be desired. Of course, where the 
loading is carried on in this manner, it is imperative for 
the burner to take proper precautions that the slurry is not 
tipped into the kiln in pieces of too large a bulk, and also 
that none is used which is not sufficiently dried. In the 
first instance, the calcination will be incomplete owing 
to the bulk being too great for the heat to penetrate 
thoroughly ; and in the second instance, the calcination 
will be incomplete in the centre, owing to the slurry not 
being dried, and the heat that should have been used 
to calcine it having been partially expended in driving off 
the water. 

The method that is generally adopted where the slurry 
is handed into the kiln from the drying floor, is to load the 
kiln in so many rounds or layers, consisting of so many 
barrows or baskets of slurry to so many barrows or baskets 
of coke, the proportion of coke, as before mentioned, being 
greatest at the bottom, and gradually diminishing towards 
the top, the proportion of slurry increasing in a correspond- 
ing manner. The following may be given as an instance of 
the manner in which a chamber kiln is loaded, the rounds 
or layers showing the gradual decrease in the amount of 
fuel towards the top. Sufficient faggots to start the fire 
are laid on the fire-bars, and then thirty-five baskets of 
coke placed thereon, the subsequent rounds consisting as 
follows : — 

2 rounds ot 16 loads of slurry to 20 baskets of coke. 
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Kilns loaded in this manner consume rather more 
than 8 cwt of coke per ton of clinker, and no trouble is 
experienced in the drying of the slurry. This quantity of 
fuel is exceeded in some works, while in others it does not 
amount to so much, everything of course depending upon 
the draught of the kilns and other conditions prevailing. 
The quality of the coke used also largely governs the 
amount necessary for proper calcination. During the coal 
strike, some few years ago, the gas companies were com- 
pelled to use whatever coal they could obtain, and the 
consequence was, that some of the coke that came into the 
hands of cement manufacturers was of very poor quality, as 
the author remembers to his cost. 

In the burning of kilns where the waste heat dries the 
next load of slurry, great judgment is necessary in the 
manipulation of the dampers leading from the chamber 
to the chimney shaft. For the first day or so after the 
lighting of the kiln there is not much heat given off, and 
the dampers are allowed to be fully open, so as to get the 
kiln into fire as soon as possible ; as it gets into full fire, the 
dampers should be checked gradually, and finally left only 
just sufficiently open to draw the fumes away from the 
kiln, the object being to retain the heat in the drying 
chambers as long as possible. It will be readily understood 
that if the dampers are left wide open while the kiln is in 
full fire, the hot gases will go roaring away up the chimney, 
and the kiln will in all probability be burnt out without the 
slurry in the chamber being properly dried. 

When slurry is dried by the heat passing over it and 
by radiation from the brickwork, it generally shrinks and 
cracks open in large fissures, thus enabling the moisture to 
escape. The author once had a very unpleasant experience, 
when the works of which he was in charge ran short of 
water during a very dry summer, and as barely sufficient 
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fresh water could be procured for the boilers, salt water had 
to be used for the wash-mills. It was found, when using 
salt water, that the slurry very rarely dried satisfactorily 
in the kiln chambers, and further, never seemed to shrink 
and crack open. On closer examination, it was noticed 
that the lower part and general mass of the slurry had 
shrunk and cracked in the usual way, with the exception of 
a skin of about half an inch or so on the top, which on 
analysis proved to contain a large quantity of salt. It is 
well known that when wet slurry has been allowed to stand 
a few hours, the chalk and clay composing it having a 
considerably higher specific gravity than water, the water 
separates and rises to the surface. In this instance, it was 
evident that the water, on evaporating, had left a crust of 
solid saline matter, which sealed over the cracks, and as 
the steam was thereby prevented from escaping, of course, 
the slurry could not dry. It is, therefore, obvious that for 
chamber kilns, where the slurry is dried from the top by 
radiation, and by the heat passing over it, salt water should 
not be used for washing purposes. Of course, where it is 
dried on drying floors or by means of flues underneath, the 
use of salt water does not so much matter, inasmuch as the 
slurry begins to dry from the bottom, and the steam bubbles 
through the mass and is thereby forced to escape. 

When the drying chamber of a kiln is designed to dry 
the slurry solely by radiation and the heat passing over it, 
there is not much variation possible from the original plan 
adopted by Johnson, but there are several modifications of 
the underneath flue arrangement, or of the two arrangements 
combined, which form the subject of numerous patents. 
The author’s experience is, that where the drying is done 
by underneath flues only, and the hot gases are led direct 
from the kilns into these flues, the surface area of the kiln 
being so much greater than the sectional area of the flues^ 
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the heat is so concentrated at the entrance to the flues, that 
the brickwork very quickly perishes at that point. Where 
sufficient draught can be obtained, a better plan is to 
combine the Johnson type of chamber with the underneath 
flue system, leading the hot gases over the slurry to the 
farther end of the chamber, as in the Johnson kiln, and 
afterwards down into a series of flues, which pass under 
the slurry back towards the kiln, returning again to the 
tail end of the chamber, and thence to the chimney shaft. 
By this means the gases from the kiln have ample vent into 
the chamber, instead of being more or less confined in the 
kiln by the small flue area. The wet slurry being attacked 
by the heat both above and below, dries much better, and 
moreover, the gases having to travel the length of the 
chamber three times before they finally make their escape, 
nearly the whole of their heat is expended in doing useful 
work. 

From a working point of view, and so far as regards 
cost of maintenance and repairs, the Johnson type of 
drying chamber is the most simple and satisfactory, as 
there are no flues to be blocked up by leakage of slurry or 
other causes, and no expense in repairing these flues and 
their necessary covering-down tiles, which in some cases 
is no small item. Whether it is preferable to have the 
chamber in one broad arch, or to divide it longitudinally 
into two narrow ones, is a point that is open to discussion. 
It seems a reasonable conclusion that the two narrow arches, 
being of smaller span, would bear the expansion and wear 
and tear better than the one broad one, and also that the 
central wall would assist in retaining and radiating the heat 
for drying purposes. On the other hand, the slurry would 
have to be spread slightly thicker to compensate for the 
space occupied by the central wall, and, owing to the heat 
retained by that wall, the two narrow chambers would 



probably not be work- 
able by the strippers 
quite so soon as the 
one broad one. 

A type of kiln con- 
siderably adopted in 
the Thames and Med- 
way districts, is the 
Batchelor patent kiln, 
of which an illustration 
is given in fig. 15. The 
principal feature of this 
kiln is that the drying 
floors are arranged in 
two tiers, one above 
the other, with flues 
under the floor of the 
lower tier, so that the 
wet slurry in each tier 
is attacked by the heat 
both above and below. 
Although the author 
has not had any per- 
sonal experience with 
this kiln, he believes it 
answers very well, both 
as regards the calcina- 
tion of the clinker and 
the drying of the slurry. 
An objection which has 
been raised to this ar- 
rangement is, that when 
the lower tier of arches 
requires repairing, it is 
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extremely difficult of accomplishment without at the same 
time endangering the stability of the upper tier. Owing 
to the drying floors being arranged on the double decker 
system, the length of chamber of this kiln only requires 
to be rather more than half that of the ordinary Johnson 
type, and therefore when on a flat site, where the latter 
would have to be carried on arches or similar structures, 
it is somewhat more economical in cost of construction. 

It will also be noticed that these kilns are fitted with 
the fire-brick grating arrangement patented by Mr George 
Burge, which has also been largely used in conjunction 
with the Johnson chamber kiln. The floor of the kiln, 
instead of being fitted with movable fire-bars in the 
ordinary way, consists of perforated brickwork. By this 
means it is claimed that a better draught is obtained, and 
the wear and tear is considerably less than with ordinary 
fire-bars. The author was assured by a manufacturer, a 
short time since, that he had fitted all his kilns with this type 
of grating, in preference to the ordinary fire-bars, although 
it is but fair to state that one instance of the reverse having 
taken place recently came under his notice. It will be 
seen that the grating is at ground level, and a sort of pit is 
arranged underneath, for the double purpose of allowing air 
to enter and to enable the ashes and fine clinker which fall 
through the grating to be removed. The clinker is drawn 
out through an eye or opening at ground level, in the front 
of the body of the kiln, which has to be bricked up and 
rendered practically air-tight with a plastering of wet slurry 
before the kiln is lit. The usual method of drawing kilns 
with these gratings is to lay an iron plate on the grating to 
form a shovelling surface, it being impossible to use a shovel 
satisfactorily on the uneven floor of the grating. This plate 
is gradually pushed forward, and the clinker falls on to it 
and is thus easily shovelled up into the wagon or barrow. 
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A modification of this patent, which saves a good deal of 
labour, though it is rather more expensive to erect, is to 
raise the grating sufficiently above the ground level to enable 
a small tram wagon to be placed underneath. The front 
part of the grating, for about three feet or so, is removed, 
and the opening fitted with short lengths of fire-bars, which 
are removable in the ordinary way. When, therefore, a kiln 
has ?o be drawn, these fire-bars are removed and a wagon 
run in underneath the aperture thus formed, so that the 
clinker drops into it or is shovelled down off the grating, 
instead of being allowed to fall on to the floor of the drawing 
eye, as is the usual plan, and having to be lifted up thence 
into the wagons. Unless there is rising ground at the back 
of the kilns, on which to carry the drying chambers, this 
modification is decidedly more expensive in first cost, as 
in order to get the same kiln capacity, the whole of the 
structure has to be raised proportionately, which in a series 
of kilns would mean a considerable extra amount of brick- 
work. Where a natural slope exists, however, the extra 
cost is not great, and it certainly saves a great deal of 
labour on the part of the drawers. 

It has been stated in the preceding 'pages that the 
insufficiently burnt portions of the clinker are reloaded into 
the kiln with the next charge, and burnt again to the 
proper state of incipient vitrifaction. When much of this 
underburnt is present in a freshly-loaded kiln, it tends to 
slake and go to powder, which chokes the draught of the 
kiln, and spoils the calcination of the whole of the load. 
It is therefore sometimes found advisable to reburn it 
in separate subsidiary kilns, and by some manufacturers 
this is claimed as an economy. Of course these kilns re- 
quire very cautious loading, and only fairly large lumps 
can thus be dealt with, any dust or crumbling portions 
stopping the draught and altogether spoiling the burning *^ 
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if such kilns are loaded with half-burnt in too fine a state 
of division, the mass will often smoulder for days without 
vitrifying at all, and the material come out of the kiln very 
much in the same condition in which it was placed there. 

Although for the fire-brick lining of the kilns and 
chambers the ordinary fire-brick is most 

commonly used, it is sometimes found advantageous to use 
bricks of a larger size, viz. about g" x g" x g", or fire-lumps 
as they are generally called. It will be readily understood 
that as one of these lumps occupies about six times the 
space of an ordinary brick, a great deal of time is saved 
in bricklaying, and moreover, there being considerably 
fewer joints, the fire has less opportunity of attacking the 
lining. Where there is a series of kilns, all of them 
exactly of the same size and shape, it is found economical 
to have the fire-brick for them made in lumps of special 
sizes, so as to fit the various parts of the kiln with practically 
no bricklaying ; for instance, segments to fit the arch of the 
loaiding eye, and the arch of the drawing tunnel, as well as 
other places where arches have to be turned. When these 
fire-lumps are ordered from the manufacturer in fair quanti- 
ties, the cost is practically the same as for ordinary sizes, 
and the labour saved in repairing or relining a kiln is con-? 
siderable. 

It is usual to lead the products of combustion from 
chamber kilns into one tall chimney shaft, by which a good 
draught is secured, and the waste gases delivered at a suffi- 
cient altitude to avoid creating a nuisance. Where the latter 
is no object, an equally good, or even greater draught may 
be secured, by the use of an exhaust fan, built in at the end 
of the flues near the chimney, and exhausting the kilns into 
it. It will be readily understood that where such forced, 
or rather induced draught is used to render it efficient, 
great care must be taken that the kilp§ ftPd chambers m 
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practically air-tight, so that there is no leakage of cold air 
into them, other than that which passes up through the kiln. 
The author is acquainted with one works where this induced 
draught has been adopted and is used with advantage. In 
this instance there are five large 35‘ton kilns in one nest, 
having a cross-flue at the end of the chambers leading to 
one common shaft, the draught being governed by two 
d anthers to each kiln. As originally arranged with ordinary 
draught, these kilns were each loaded once a week ; but with 
induced draught, it was found that by loading Monday’s 
kiln with a somewhat lighter load, say 30 to 32 tons, it 
could be burned off and drawn on Friday, ready for loading 
with a full load on Saturday, thus obtaining an extra 30 tons 
output per week. In addition to this, it was found that 
with induced draught a considerable economy of fuel was 
effected, the saving ranging from 1 5 to 20 per cent, according 
to the draught employed. Of course, there are many points 
to be urged for and against the use of induced draught. 
Its chief advantage is, that by varying the speed of the fan 
and the judicious use of dampers, it enables the draught 
to be increased or decreased as required. At starting, the 
maximum draught is put on, so as to draw, the kiln up to a 
fire as soon as possible, but as soon as the kiln is in full fire, 
great care must be taken to avoid drawing the heat away 
from the chamber too quickly, only just sufficient draught 
being allowed to draw the heat forward from the glowing 
mass of clinker to the drying chamber. Nothing is more 
annoying than to find a kiln burnt off, and the slurry for the 
next load only partially dried, and nothing is more ex- 
travagant than lighting up small loads in a large kiln, or 
making fires of coke or other material on top of the clinker, 
to complete the drying of the slurry. 

The size and shape of a kiln depend entirely upon 
the desired output and the site on which it is to be erected. 
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For general purposes a kiln with an output of 25 tons of 
clinker is a convenient size. The shape of the kiln is a 
matter that is open to some discussion. It is very evident that 
in a kiln which is more basin-shaped than cup-shaped, the 
contents being, so to speak, spread over a greater area, the 
fire will have less height to travel through before reaching 
the top, and consequently the kiln will burn off more 
quickly. A basin-shaped kiln, however, requires a g,ood 
deal more care in loading than the ordinary bottle shape, 
for it is very evident that unless it is loaded in exact agree- 
ment with the draught, it will not fall in or settle equally 
when the contents sink during burning, and therefore the 
calcination will not be carried out equally throughout the 
kiln. At one works with which the author was connected, 
there were two 18-ton kilns which were very broad in com- 
parison with their height, in fact, basin-shaped kilns, and 
these two could be depended upon to burn off and be ready 
for loading regularly twice every week. It may be stated 
here, in passing, that after a kiln has burned off, it is a very 
fair indication of equal calcination if the contents have 
sunk to a fairly level surface. If there are any parts which 
are not calcined properly, the contents of the kiln will be 
“humped up” — to use a burner’s phrase — at that spot. 
It will be readily understood that it is of great import- 
ance to keep the kilns loaded to their full capacity, i,e. it 
is very wasteful and extravagant to light up a kiln with a 
small load, as the same amount of heat has to be expended 
in heating up the mass of brickwork for a small load as for 
a large one. Of course, sometimes such a course is un- 
avoidable, as, for instance, when through an accident the 
chamber contains a considerable quantity of slurry that 
is scarcely dry enough to load into the kilns, and it is 
consequently necessary to light up a small load to com- 
plete the drying. 
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In placing the fire-bars in the kiln, care should be taken 
that they rest securely upon their supports, as if, by any 
accident, the bearing bar should become detached, and 
the bars be allowed to drop just after the kiln has been 
lit, not only will the proper calcination of the clinker be 
seriously interfered with, owing to the obstruction of the 
draught, and the general disarrangement of the loading, 
but the fire-bars themselves will be utterly destroyed 
and reduced to a shapeless molten mass by the “ firing ” 
of the kiln, ix. the coke that is placed on the bars to 
start the fire, as explained on page 85. Nor will the 
difficulty end there, for in drawing the kiln, it will be no 
easy matter to distinguish and entirely separate the molten 
metal from the clinker, and if any considerable part of the 
iron goes forward to the mills, it may seriously damage the 
grinding machinery. When, however, the fire has got well 
away from the bars, and the kiln is about half burnt off, it 
is sometimes found desirable to thoroughly shake the bars, 
and draw out one or two here and there, so as to get rid of 
any dust or ash that may be present, and thus promote a 
freer draught. This course is more especially found to be 
advantageous when a kiln is going slowly, and requires in- 
fusing with a little more life. 

The maintenance and repair of kilns form one of the 
most serious items of wear and tear in a cement factory. 
After a comparatively short period, a new fire-brick lining 
wants continual attention and patching, until it eventually 
gets unsafe, and the kiln has to be relined throughout, 
The upper part of the lining, which does not come into con- 
tact with the white-hot, semi-molten clinker, and therefore 
is not attacked by the lime therein, will be found to last 
considerably longer than that of the zone of greatest wear 
mentioned on page 78; and where the kiln is properly 
back-lined, it is usual, in order to economise fire-bricks, to 
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line this upper portion with bricks on edge only, such a 
lining being found ample for the purpose of protecting that 
part of the structure of the kiln. Whatever the wear and 
tear, it will be found desirable and instructive to keep a 
record of the life of each kiln lining, and the amount of 
material and labour expended on it in repairs. In the 
matter of cost of maintenance, the old original bottle kilns 
are found to compare very favourably with the later type of 
chamber kilns. Obviously, in the former case, there is no 
long chamber or series of flues to keep in repair, and the 
lining of the kiln with a chamber attached will be found to 
give way sooner than that of an open bottle kiln. This 
peculiarity is, doubtless, due to the fact that in the latter 
case the heat escapes easily, without any confinement, 
whereas in the former it is more or less confined within the 
kiln itself, more especially with those types of kiln in which 
the whole of the gases are led direct into comparatively 
small flues at the side of the kiln, 

Joy’s patent process, which is a combination of the 
intermittent and continuous kiln, was once extensively used 
at certain works in the Medway district. The principle of 
the process is that the kiln is started with dried slurry and 
coke in the ordinary way, but when a sufficient body of fire 
has been thus obtained, wet slurry, mechanically mixed 
with fine coal or coke breeze, is fed in by hand at the top, 
according as the fire works up, until the kiln is full of 
clinker; the fire is then allowed to die out and the kiln 
drawn in the ordinary way. Attached to the kiln is a 
small drying floor sufficiently large to dry enough slurry 
for starting the loading. By means of specially devised 
machinery, the slurry is delivered alongside the kiln ready 
mixed with the proper proportion of breeze or fine coal. 
The manufacturers claim that by this process a complete 
check can be kept on the burning of the kiln, as the man 
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in charge is always in attendance, and thus a more regular 
result is obtained than with the ordinary method of burning. 

Coming next to the second class of kiln, i,e, the vertical 
continuous or shaft type, there is no doubt that from an 
economical and scientific point of view a continuous kiln is 
the correct one to use, as in the intermittent kiln there is 
an enormous amount of heat wasted, owing to the immense 
mass of brickwork, etc., to be heated every time the kiln is 
lit. As one or more men have to get inside the kiln for 
the purpose of loading, it also has to be allowed to cool 
sufficiently to enable them to work in it, and consequently 
is nearly cold before it is again lit up. 

A type of continuous kiln that has been used in this 
country with some success, but more particularly in Belgium 
and abroad, is shown in fig. i6, and was patented by 
Dietsch in 1884. Small coal is the fuel generally used, 
and the cost of calcination, as compared with the ordinary 
bottle kiln, is very small, but, like the old original bottle 
kiln, the slurry has first to be dried by separate drying 
floors, the waste heat not being available for that pur- 
pose. The Dietsch kiln may be described as a kiln which 
does its work by stages, the working part gf the kiln being 
divided into three distinct parts, viz. a heating chamber, 
a burning chamber, and a cooling chamber. Referring to 
the illustration, and supposing the kiln to be in full swing, 
the cooling chamber H would be filled with calcined 
clinker, which is being cooled by the cold air passing 
through it on its way to the burning chamber F. The 
cooling chamber thus serves the double purpose of cooling 
the clinker and heating the air supply to the burning 
chamber. This chamber is filled with slurry in the course 
of calcination, as at that point the heat is greatest. The 
heating chamber B is filled with dry slurry, which is fed in 

at the loading eye A. At fixed intervals, generally about 

H 
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jvery half-hour, a certain portion of the clinker is drawn 
)ut at the bottom, which causes the whole mass, both in the 
:alcining and cooling chambers, to sink accordingly ; to take 
:he place of the clinker that is thus removed, a fresh portion 
)f the slurry heated by the escaping gases is raked forward 



fito the calcining chamber, the necessary fuel being added 
tom the eyes EE. It sometimes happens that, owing to 
:he clinker being slightly overburned and vitrifying too much, 
:he mass hangs up, and will not drop properly when a portion 
s drawn from the bottom ; to overcome this difficulty, eyes 
ire placed at convenient levels at the lower end of the 
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calcining chamber, so that with the aid of iron bars, the 
mass may be detached and again set in motion. 

Although this kiln is very economical in its fuel con- 
sumption, it requires constant attention and charging ; the 
labour attending its working is very great as compared 
with the usual type of intermittent kiln, and, moreover, its 
working requires very exact and careful attention, the pro- 
duct of course depending upon the skill and care expended 
upon it by the man in charge. From what the author has 
seen of this kiln, a large proportion of the clinker is not 
sufficiently burned; owing to the nature of the kiln, the 
half-burnt clinker cannot be reburnt in it, and, in order to be 
utilised at all, has to be reburnt in subsidiary kilns, specially 
constructed for that purpose. The Dietsch kiln is chiefly 
used where coke cannot be obtained as a fuel, and coal has 
to be used. Where a good supply of coke is obtainable at 
a reasonable cost, it will be found more advantageous to 
use one of the types of intermittent kiln already described, 
more especially with the wet process of manufacture. 

The Hoffman or ring kiln, which is shown in plan and 
section in figs. 17 and 18, is chiefly used in this country for 
burning bricks, although on the Continent it has found a 
certain amount of favour for calcining cement. It consists 
of a series of chambers, arranged in a circle or in a circular 
form, round a central shaft. Each chamber has a flue con- 
necting it with the chimney, and also a loading eye or door 
opening outwards. The raw material for calcination in this 
kind of kiln has to be pressed into brick form, to enable it 
to be properly piled up in the chamber, somewhat similarly 
to the manner in which bricks are loaded for burning in a 
brick kiln. The principle on which it works is a continuous 
one. When one compartment is loaded, it is shut off from 
the succeeding one, which is empty and ready for loading, 

by a sheet of iron or similar contrivance, and the shutter 

H 2 
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separating itfrom the preceding compartment, justpreviously 



Fig. 17. 

loaded, is removed. The flue connecting it with the chimney 
is then opened, and the corresponding flue of the preceding 
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compartment closed. By this means, the waste heat from 
the compartment which is undergoing calcination is passed 
forward through it, and as the compartments are worked 
in turn, the contents gradually become heated. The cold 
air, in passing through the previous chambers in which 
calcination has been completed, is heated thereby before it 
reaches the compartment containing material undergoing 
calcination, and thus the cycle continues. It is usual for 
a compartment to be loaded and one to be drawn every 
day. The fuel is not loaded in with the bricks, but is fed 
in at the top, through suitable openings, while the contents of 
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the chamber are being calcined. This form of kiln is very 
economical in fuel, but, like the Dietsch kiln, is very expen- 
sive in labour, and requires very skilful operation to obtain 
satisfactory results. The greater part of the cement industry 
in this country being conducted on the wet system, this type 
of kiln is not so suitable as some of the intermittent types, 
but it is used to a considerable extent in Germany, where the 
dry process is more in vogue. Where the cost of fuel is of 
more importance than labour, it would doubtless be more 
economical, but under the conditions of cheap fuel and com- 
paratively dear labour which exist in England, there would 
be no economy in its use. 

A type of continuous vertical shaft kiln, which has 
recently found considerable favour both in England and 
abroad, is the Schneider kiln which, in common with all 
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kt}ns of the vertical continuous type, is more suited to the 
dry process of manufacture than to the wet, since the raw 
material has generally to be dried and pressed into bricks 
for loading into it. Broadly speaking, it may be said tO 
consist of a plain cylindrical kiln, about 7 feet in diameter 
by 40 feet deep, according to the output required, with a 
funnel-shaped metal dome at the loading floor level, in 
which are convenient openings for loading purposes, lead- 
ing to a flue connected with the chimney-shaft, and also 
a. short by-pass chimney to the open air, controlled by a 
damper in each. The chief difliculty with all continuous 
kilns of this type is, that the clinker is apt to flux and 
adhere to the fire-brick lining in the clinkering zone, thus 
preventing the even and regular falling of the charge, when 
the cold clinker is periodically drawn out at the bottom. 
To overcome this difficulty, the loading of the kiln is so 
arranged, that a ring or layer of raw bricks is placed all^ 
round the outside, next the fire-brick lining of the kiln, 
which thus acts as a protective ; this raw brick ring is, 
hovvever, as a rule, insufficiently calcined, and involves 
more or less picking out of underburnt portions when the 
clinker is drawn. Recent installations of this kiln have been 
erected in which induced draught, generated by fans, has 
been the main feature, and a considerably increased output 
and economy of fuel is claimed as the result. There is, 
however, nothing novel in the use of artificially induced 
draught for cement burning, the arrangement mentioned 
on page 93, as applied to chamber kilns, having been 
installed ipore than twenty years ago. Another modifica-. 
tion of the process is to mix coke breeze, or fine coal, or a 
mixture of the two, with the raw compo before it is formed 
into bricks, which it is claimed results in more even 
.baidnation, and also economy in fuel; this, in itself, is not 
finy particular novelty, since the basis of Joy’s process, 
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r described on page 96, is the incorporation of fuel with raw 
wet slurry. 

An ingenious method of meeting the difficulty mentioned 
above, of the semi-molten clinker fluxing with and adher- 
ing to the fire-brick lining of the kiln, is that of the Stein 
patent kiln, an illustration of which is shown in fig. 19. 
The kiln consists of a series of cast-iron rings, placed one 
abfive the other, so as to form a cylindrical shaft about 8 
feet in diameter. These rings are smooth on the inside, 
while the outside is provided with vertical ribs, so that 
each ring resembles a cast-iron toothed wheel, with ab- 
normally long teeth ; the object of these long teeth is to 
act as radiators to conduct away the heat, keep the casing 
cool, and thus prevent the clinker from fluxing and adher- 
ing to the cast iron. It is claimed that these ribs render 
it possible for the contents of the kiln to be heated to 
clinkering temperature without the lining being in any way 
affected. The author has been afforded an opportunity of 
inspecting the working of this kiln in the London district, 
and, from information supplied by the works manager, it 
performs its duty well and effectually. Where the draught 
of a tall chimney shaft is not available, these kilns are 
used with a forced draught; but, as the patentees point 
out, the former is preferable, as the draught is more evenly 
distributed than with the latter. 

We now come to the latest type of kiln, commonly 
known as the rotary kiln, which is fast becoming universal, 
and rendering obsolete all previous types. The broad 
principle of this kiln is an almost horizontal, slowly-rotating 
cylinder of. boiler plate, lined with fire-brick; it is not 
quite horizontal, having a fall of about i in 90. At the 
Upper end is fed in the material to be calcined, either in 
powder or fluid form as the case may be ; at the lower end 
is injected, by means of an air blast, gas, oil, or powdered 
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coal, which supplies the heat. As the kiln rotates, the 
raw material passes slowly down towards the flame, 
becoming gradually heated in its passage, until it reaches 
the clinkering zone, where incipient vitrifaction takes 
place ; and it finally drops out, at the lower end, in 
rounded granulated fragments of white-hot clinker. 

This type of kiln was first invented by Mr Crampton, 
an English engineer, in 1877, but there is no record of his 
having put his invention to practical use. Some seven 
years later Mr Frederick Ransome further perfected the 
idea, and carried it to a practical issue. The following are 
the claims set forth in his patent of May 2, 1885 : — 

“I. The process of manufacturing Portland and other 
cement substantially as hereinbefore described, consisting 
in first reducing the cement material to a dry powder, 
according to the degree of fineness required in the burnt 
cement, and then burning such dry powder by keeping it 
in continuous movement, whilst exposed to the heated 
products of combustion of a gas or other furnace, so that 
the cement produced may be used without subsequent 
grinding. 

*^2. The process of manufacturing Portland and other 
' cement substantially as hereinbefore described, consisting 
in first reducing the cement material to a dry powder, 
according to the degree of fineness required in the burnt 
cement, and then burning such powder in a slowly revolving 
chamber heated by the combustion of gas, substantially as 
described.” 

One of these kilns, of which an illustration is given in 
fig. 20, was given a prolonged trial at a cement works at 
Grays, Essex, using gaseous fuel, but did not prove a 
commercial success, and was finally abandoned. It is 
evident from the claims in the specification, that Ransome 
expected to effect great economy in the cost of grinding 
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the clinker, by calcining the raw material in a powdered 
condition ; but he apparently overlooked the fact that 
properly calcined white-hot clinker is of a semi-molten 
nature, and would therefore inevitably ball or clog to- 
gether in rolling round the cylinder. It may be interesting 
to note here, as showing how utterly fallacious this idea of 
economy in pulverisation was, that the chief difficulty with 
the first rotary kiln plants, installed in this country ^ome 
fifteen years later, was the efficient pulverisation of the re- 
sultant clinker ; it was found to be so difficult of reduction, 
that many of the grinding mills used for intermittent kiln 
clinker were utterly useless with rotary kiln clinker. 

Following Ransome, came Stokes’ patents of 1886, 1887, 
and 1888, in which the waste heat from the burning 
cylinder was utilised to dry the wet slurry on the outside 
of a specially arranged cylinder, placed between the burn- 
ing cylinder and the chimney shaft. The hot clinker was 
also arranged to pass through a cooling cylinder, which 
served the double purpose of cooling the clinker ready for 
grinding, and heating the air used for combustion purposes 
in the burning cylinder. Stokes’ patent, though well 
thought out in many respects, and theoretically economical, 
does not appear to have gone beyond the laboratory and 
experimental stages. It was left to our American cousins 
to follow up and perfect Ransome’s and Stokes’ ideas, and, 
after years of patient experiment, to bring them to a 
practical and remarkably successful issue. Labour in 
America is, of course, a most expensive item ; and, with 
the exception of the loading and drawing of kilns, which, 
by all other intermittent and continuous kilns, is an opera- 
tion involving considerable manual labour, the whole of 
the handling of the material in the remaining processes of 
cem^Uf manufacture could be effected by mechanical 
means. If therefore the defects of the rotary kiln could 
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be overcome, the whole process of manufacture, from the 
delivery of the raw materials into the reduction mills to 
the weighing of the finished cement in the warehouse, 
could be carried through without the material being once 
touched by hand — an item of no small importance from 
the American manufacturers’ point of view ; and it re- 
dounds greatly to the credit of American enterprise and 
energy, that what was abandoned in this country as a 
hopeless failure in 1886 was, some fifteen years later, re- 
introduced from across the Atlantic, in a modified form, as 
a pronounced success. As an instance of the rapid strides 
the rotary kiln has made in the land of its adoption, it 
may be said that at least 95 per cent, of the present 
American output is the product of rotary kilns, and it is 
very certain that the percentage will continue to increase, 
for no manufacturer, unless under very exceptional cir- 
cumstances, would now think of installing the older inter- 
mittent or continuous shaft type. 

The main broad principle of the rotary kiln, as already 
described, is the same throughout, but there are countless 
modifications in the details of the air blast, feed of raw 
materials and of fuel, length and diameter of cylinder, 
etc., most of which form the subject of patents. Finely- 
powdered coal is now almost universally used, except in 
those parts of America and elsewhere where petroleum is 
cheap, or where natural gas is available. The best coal 
for the purpose is one which is high in volatile gases and 
low in fixed carbon ; but, whatever coal is used, it is 
necessary that it should be very finely ground, so as to 
ensure complete and ready combustion. To facilitate 
grinding, it is necessary that the coal should be thoroughly 
dried, which is generally effected by passing it through a 
revolving drying drum, which can be heated with hgt air, 
either from specially constructed furnaces, or with the 
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waste hot gases from the kilns or clinker cooler. At one 
large works in this country, the coal is dried by radiated 
heat from the kiln, an iron casing or jacket being con- 
structed outside the kiln for a portion of its length, so that 
the coal which is fed in at the upper end passes down to 
the lower end as the kiln rotates, and is dried en route, 
falling out at the bottom into a conveyor, which takes it 
to the coal-grinding mill. The main disadvantage of this 
method of drying coal is that if, as sometimes happens, 
the fire-brick lining in the clinkering zone of the kiln 
should get thin or burn through, and cause the boiler plate 
shell of the kiln to become dangerously hot, and show red, 
as it would do in the ordinary way, the coal drying jacket 
here described would effectually hide it from view, and 
probably result in immense damage to the kiln before it 
was discovered, to say nothing of the danger arising from 
ignition of the coal undergoing drying. It is hardly 
necessary to mention that coal dust is a highly inflam- 
mable material, and therefore considerable care has to be 
exercised to avoid explosion, and, with this particular end 
in view, it is sometimes dried in a revolving drum, heated 
by a steam coil or spiral. Small coal being generally used 
on account of its cheapness, it is therefore fine enough to 
be sufficiently dried by either of the foregoing processes ; 
but where large coal is used, it is of course necessary to 
crush it fairly fine before drying, which is generally effected 
by means of one of the types of Blake's crushers shown in 
fig. 22, p. 1 21. The mills generally used for grinding coal 
are either the Griffin mill, described on p. 140, or the tube 
mill, described on p. 149 ; sometimes a combination of the 
two is used, the coal being roughly ground in a Griffin 
mill, and passed through an Askham separator (p. 138), 
the core or tailings being finally reduced in the tube mill. 
As previously stated, the finer the coal is ground the better, 
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but at any rate it should not leave more than 5 per cent, 
on a No. icx)Xioo sieve. From the grinding mills the 
pulverised coal is conveyed to hoppers of convenient size, 
over the firing end of the rotary kiln, whence it is fed by 
specially arranged gear into the blast tube. 

The dimensions of a rotary kiln depend, of course, upon 
the output required ; the usual size at present being installed 
in this country is from 100 to 150 feet long, by about 6 
or y feet in diameter; the latter dimension, allowing for 
the 9-inch fire-brick lining, gives an internal diameter of 
about 5 or 6 feet. The output from these kilns would range 
from 300 to 600 tons per week, according to the class of 
raw material used, whether wet process or dry process 
of manufacture. The earliest types of kilns installed were 
very much shorter, t.e.^ about 40 feet long by 3 feet 6 
inches in diameter, with an output of about 100 tons per 
week. A later installation was a battery of six kilns of 
60 feet in length, which, working on the dry process, gave 
an output of about 200 tons per week each. The tendency, 
however, appears to be, wherever possible, to increase the 
size and output of the kilns, and the author was shown 
the order book of a firm of kiln manufacturers recently, 
in which there had been nothing during the past twelve 
months of less than 130 feet long. The longest kiln at 
present at work in this country is one of 230 feet with an 
output of about 1500 tons per week. It seems, however, 
to be a matter that is open to some question, as to whether 
it is always good policy to instal a kiln of such very large 
output, unless in a battery with several of the same size ; it 
seems rather like putting all one’s eggs into one basket, if 
such a homely simile may be permitted. The advantages 
claimed are, first, economy in labour, since a large kiln is 
no more trouble to control than a smaller one; second, 
some slight economy in fuel consumption, since, with the 
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extra length of kiln, the flue gases are delivered into th 
chimney at a lower temperature than with a short one ; i 
is claimed that a 230 feet kiln will only require about 2 
per cent, of fuel as against 30 per cent, with a 100 or 12 
feet kiln. The first cost is also comparatively smalle 
since a large kiln and accessories costs less than tw 
smaller ones of the same collective output, with the usus 
accessories of each. The chief disadvantage of stich 
large kiln is that, if for any reason it is stopped, there is 
very much greater proportion of the output lost tha 
would be the case if, say, one of the three kilns havin 
collectively the same output were out of action for th 
same period. 

It is usual for the kiln to be carried on two or three pair 
of roller bearings, fixed at a convenient distance apai 
according to the length of the kiln ; to obviate the effect c 
expansion, as far as possible, instead of the cylinder itse! 
running on these bearings, a flat tyre or collar, 3 or , 
inches larger in diameter, is fastened to it by means c 
bridges or distance pieces, so that there is free air-spac 
between the tyre and the cylinder. The kiln is general!; 
rotated by means of a toothed wheel, fixed to it in th 
same manner as the above-mentioned bearing rings, an( 
actuated by a worm wheel geared down to a proper spee( 
from a lay-shaft; and in order to be able to control th 
feed, etc., by varying the speed of rotation, it is usuall; 
driven by a three-speed gear. 

The matter of the fire-brick lining of the kiln and it 
maintenance, is one of the chief items of expense with th( 
rotary, as with the ordinary intermittent kiln ; the semi 
molten clinker attacking and more or less fluxing with it 
acid constituents, is as much a source of trouble in tb 
former as with the latter, and the protective measure 
adopted are practically the same in both instances. Ir 
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the intermittent kiln, it is usual to “daub” the clinkerir 
zone with the wet, raw cement mixture, while in the rotai 
kiln a layer of clinker is induced to form over, and adhei 
to, the fire-brick in the clinkering zone, which acts as 
protective in the same way. Several kinds of basic fir 
bricks, such as Magnesia fire-brick, have been tried wit 
but indifferent success, the friability of the latter provir 
its chief defect. So far as present experience goes, 
highly aluminous brick seems to give the best results ; or 
works with which the author is acquainted use a brie 
containing about 34 per cent, of alumina with satii 
factory results. One advantage which the rotary kiln hj 
over the intermittent kiln, in the matter of repair to lininj 
is that the clinkering zone can be renewed without er 
dangering the stability of the rest of the lining, where? 
with the intermittent kiln, the relining of the clinkerin 
zone, frequently means pulling down and rebuilding th 
whole of the lining above. For convenience in attendin 
to lining repairs, etc., it is usual to have the feed and bla; 
arrangement on a movable trolley, which can be run bac 
when the kiln is not in use, and thus allows of ready acces 
to the interior of the kiln. 

The matters of fuel feed and air blast are importar 
details, the main desiderata being that they should b 
regular, reliable, and readily controlled. With some rai 
materials treated by the dry process, it is found necessar 
to slightly damp the powder before feeding it into th 
kiln, otherwise the draught from the blast has a tendenc; 
to separate and remove the finer particles; this dampinj 
is especially necessary where the mixture consists of a com 
bination of two materials of different gravity, such fd 
instance as limestone and clay, where, but for damping 
the draught would separate the two materials, and thu 
nullify the previous operation of careful mixing an( 
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blending. For blast purposes, compressed air from air 
compressors was the original form, but a simple fan blast, 
with a fan to each kiln, is now generally adopted. The 
rate of feed of raw material into the upper end of the 
kiln, the rotating speed of the kiln, the amount of fuel 
consumed, and the force of the blast, should all be capable 
of regulation from the burner s platform at the lower end of 
the kiln, so that if the desired amount of calcination i^ not 
being attained, it may be regulated by slightly varying the 
raw material, fuel, rotating speed, or blast. In this respect 
the clinker from the rotary kiln should be, and if properly 
managed is, more evenly and regularly burned than that 
from the intermittent kiln, for the burner has complete 
control of the calcination process throughout, and can 
readily adjust any little irregularity, whereas with the 
intermittent kiln, and also with the continuous shaft kiln 
to a somewhat less extent, a great deal has to be left to 
chance, when once the kiln is loaded. 

The clinker as it leaves the rotary kiln is in a white-hot 
condition, ranging in diameter from about an inch to J inch, 
or less, and naturally has to be thoroughly cooled before it 
can be pulverised. This is generally accomplished in one 
of two ways : one is to elevate it by a chain elevator to the 
top of a hollow cylindrical cooling tower, about 30 feet 
high, and 6 feet diameter, from which the cool clinker is 
drawn from the bottom and the hot clinker fed in at the 
top ; it is thus cooled on its gradual passage downwards, 
the cooling process being generally assisted by a blast of 
cool air injected at the base. A more scientific and 
economical method, which is now almost universal, is to 
allow the hot clinker to drop into a second slowly rotating 
iron cylinder, slightly inclined from the horizontal, and 
fitted internally with a number of longitudinal ribs or 
shelves of channel or angle iron. These ribs, as the 
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cylinder rotates, carry the clinker up nearly to the top, 
until it falls off to the bottom, to be again carried up, 
and is thus continuously exposed to the draught of cool 
air rushing through the cylinder ; the air passing through 
the cylinder being led to the kiln, this arrangement serves 
the double purpose of cooling the clinker and warming the 
air supply to the kiln, after the same principle as the 
Schneider, Dietsch and other continuous shaft kilns. One 
cooling cylinder, about 45 feet long by 5 feet diameter, 
will so effectually deal with the clinker from an 8o-foot 
kiln, that it emerges quite cool, and can be easily handled 
with the bare hand, its temperature probably not exceeding 
100'’ F. 

Fig. 21, which is reduced from a working drawing, 
shows the general arrangement of a rotary kiln designed 
for a dry process plant. The raw mixture, in the form of 
powder, is brought by conveyors to the hopper over the 
upper end of the kiln, whence, by specially arranged feeding 
gear, it is fed forward into the mouth of the kiln. At the 
lower end, the calcined material falls out into a smaller 
cooling cylinder, whence it is conveyed by tray conveyors 
to the grinding machinery. The ground coal is delivered 
into the hopper shown above the fan, whence, by specially 
regulated gear, it is fed into the pipe leading from the fan 
to the firing end of the kiln, and is carried along by the 
blast to the ignition point. 

The matter of efficient grinding of rotary clinker was a 
problem which for some considerable time severely taxed 
the resources of the earlier installations in this country, 
and in many factories there is still room for improvement 
in this respect. Rotary kiln clinker being very much 
harder than that produced by ordinary intermittent kilns, 
it was found that machines which efficiently dealt with 
the latter were of no use whatever for the former. These 
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difficulties, however, now seem to have been quite over- 
come, and although in some instances the efficient pulver- 
isation of the rotary clinker still leaves something to 
be desired, the resultant cement is generally superior 
in cementitious value to that produced from inter- 
mittent kilns The two methods of pulverisation that 
seem most in favour are the Griffin mill (p. 143), and the 
combination of ball mill with tube mill (pp. 147 and 148). 
Instances, however, have come under the author’s notice 
in which the tube mill has been used in combination with 
the Griffin mill, the latter being used for rough primary 
reduction only. 

One rather uncomfortable property of cement produced 
by rotary kilns is that it is extremely quick setting, 
rendering absolutely necessary recourse to artificial 
methods of regulating the setting, such as the addition 
of gypsum, watering the clinker, etc. This quick-setting 
property is doubtless partly due to the fact that rotary 
kiln clinker contains considerably less sulphuric acid, in 
the form of calcium sulphate, than that produced by 
intermittent kilns. The explanation is, that the greater 
part of the sulphur emanates from the coke or other 
fuel used, which in the intermittent kiln is volatilised as 
sodium sulphate in the process of burning, and is subse- 
quently cooled and deposited on the brickwork during its 
passage through the drying chamber, whence it falls off on 
to the dry slurry, and is thus brought into the clinker when 
the slurry is loaded into the kiln. With the rotary kiln, on 
the contrary, the sulphur compounds are not cooled suf- 
ficiently to be deposited until they get outside the kiln, 
and therefore cannot contaminate the raw material. Of 
the two methods above mentioned of regulating the setting; 
the use of water is decidedly preferable to that of gypsum ; 
for water, even if used in excess, can only be a passive evil, 
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whereas the addition of a more or less foreign material, 
such as gypsum, may have very undesirable consequences. 
In any case, whichever agent is used, it should be added 
automatically in a regular and systematic manner ; the too 
common practice of throwing a shovelful or so of gypsum, 
or plaster of Paris, on to the top of each wagon-load of 
clinker, as it goes to the crushers, cannot be too strongly 
condemned. 

With rotary kilns the clinker should be, and if the 
burning is properly conducted, is, all thoroughly and uni- 
formly burned, but occasions sometimes arise when this 
ideal condition does not fully obtain. The clinker being in 
such small nodules, it is, of course, practically impossible to 
eliminate any underburnt fragments by hand picking, and 
if by any accident they exist in any considerable quantity, 
it involves the rejection of the whole product. One source 
of underburnt material is that a ring or annular ridge of 
clinker sometimes forms, which temporarily dams up the 
supply of raw material, and when this dam bursts, the 
material flows to the outlet at such a rapid pace that it does 
not remain in the clinkering zone long enough to be properly 
calcined, and thus a certain amount of underburnt is pro- 
duced. Another defect, probably arising from insufficient 
fuel, is that the nodules of clinker are properly burned on 
the outer surface, but if broken open the interior is found to 
consist of yellowish underburnt material. This is a most 
serious defect, for the clinker appears to be of good quality 
on the outside, and the underburnt material may thus escape 
detection before it passes to the grinding mills. 

Cement produced from rotary clinker is, as a rule, much 
darker in colour than that from ordinary intermittent kilns, 
probably owing to more thorough and efficient calcina- 
tion. Another peculiarity noticeable with many rotary 
kiln cements, is that the tensile tests at the very early 
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dates, Le. at three days, are comparatively poor, very often 
markedly so, while at seven and twenty-eight days it 
develops a much higher rate of increase than usual, and 
consequently equals, if it does not exceed, ordinary cement 
at those dates. Whether this is due to an inherent quality 
of the cement itself, or whether it is due to indifferent 
pulverisation, it is difficult to say with certainty, but the 
author’s experience rather favours the latter view, as he has 
frequently found that a short, gritty, badly pulverised 
cement will develop a higher increase between the dates 
of testing, than one which is finely ground, and all reduced 
practically to an impalpable powder. The inference is that 
the grit being less soluble than the powder, it naturally 
takes the longer to combine with the water, although it 
eventually becomes active. 



CHAPTER V 

DRY MILLS AND WAREHOUSES 

Having in the preceding chapter discussed at consider- 
able length the various methods of calcining the raw 
material, the next step is to describe the various means 
of reducing the calcined mass to a fine powder, so as to 
enable it to readily combine with water. This is one of 
the most important parts of the manufacture, as it has been 
proved that the cementitious value of the particle is in strict 
ratio inversely proportional to its diameter, ie, the smaller 
its diameter, the greater its comparative value; apart from 
this fact, it is very evident that the finer the sample is 
ground, the greater is its covering power, and therefore the 
more valuable does it become as a constructive material. 

The first step is to remove the clinker from the kiln and 
convey it to the grinding mills. Referring first to the 
vertical type of kiln, whether of the intermittent or con- 
tinuous type, the clinker emanating therefrom is mostly in 
large lumps, frequently of a foot or more in diameter 
downwards, accompanied by more or less fine material, 
and therefore the drawing has to be effected by manual 
labour, the mass being detached and wheeled in barrows to 
the crushers ; where, as sometimes happens, the clinker has 
to be conveyed some little distance, it will be found 
economical to use Decauville wagons or one of the other 
well-known systems of light or portable tramways. 
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Where intermittent kilns can be left long enough to cool 
sufficiently for a boy to enter before drawing, it will be 
found advantageous to pick off the underburnt portions 
generally to be found on the surface of the clinker, and 
remove them ready for reburning. If these underburnt 
portions are drawn in the ordinary way along with the 
well-burnt clinker, they are always crushed up more or less 
in falling down with the rest of the mass, and are there- 
fore much more difficult to pick out than if removed from 
the surface in the first instance. Although desirable, this 
method involves some loss of time, it being more general to 
commence drawing the kilns before the fire has quite died 
out on the top of the clinker, provided, of course, that the 
slurry in the chamber is sufficiently dry to enable such a 
course to be pursued. 

With the vertical type of kiln it is impossible to avoid 
the presence of a small portion of underburnt material in 
the kiln, and this should be carefully picked out and thrown 
aside to be recalcined. Boys are generally employed to 
pick out this “ half-burnt,” “ pink,” or “ slack,” to give it its 
various names, as it is thrown up into the wagons or 
barrows by the drawers. Some firms who recognise the 
importance of eliminating the underburnt as far as possible, 
go to the expense of erecting a short length of broad 
conveyor trays or travelling tables, about 18 inches wide, 
leading from a hopper to the crushers. The clinker is 
tipped from the wagons or barrows into the hopper, 
whence the conveyor carries it forward in a steady stream 
to the crushers, and a boy is stationed on each side of the 
table to pick out any underburnt pieces that there may be 
in the clinker. This arrangement not only affords every 
facility for thoroughly eliminating every particle of “slack,” 
but also provides a fairly uniform rate of feed to the 
.crushing machinery. 
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Properly burnt clinker is a dark-green, almost black- 
looking substance, of a spongy, porous, honeycombed 
nature, somewhat resembling coke in appearance, though, 
of course, a great deal heavier and harder. If calcination 
is carried beyond the point of incipient vitrifaction, the 
clinker loses its porous spongy characteristic, and becomes 
a dense metallic-looking mass, which on grinding is 
practically inert. Light, very much underburnt clihker, 
consisting of slurry which has only been subjected to 
sufficient heat to drive off the carbonic acid, is a soft 
yellowish substance, somewhat resembling lime — in fact, it 
is nothing more nor less than a species of hydraulic lime. 
The slurry gets darker and heavier, in proportion to the 
degree of heat to which it has been subjected, until the 
point of incipient vitrifaction is reached, when it becomes 
the heavy, porous-looking mass above described. 

It may be mentioned in passing, that an examination of 
a piece of underburnt clinker is often of very considerable 
value in detecting bad or imperfect mechanical mixture of 
the raw materials. The small pieces of unreduced chalk in 
the slurry are converted into quicklime, without having been 
exposed to sufficient heat to make them combine in any 
way with the rest of the constituents, and they are conse- 
quently noticeable in an imperfectly calcined clinker as 
white, more or less disintegrated particles, showing very 
clearly what would be the subsequent effect in the finished 
cement of small pieces of unreduced chalk, or other 
carbonate of lime, in the slurry or compo. 

The clinker as it comes from the kilns, with the excep- 
tion of rotary kiln clinker, which is usually small enough to 
go direct to the mills, is generally passed through crushers 
of the well-known Blake-Marsden type shown in fig 22. 
As will be seen from the illustration, the jaws, of 

this machine form a V-shaped opening, the former being 
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stationary, and the latter hinged at E. A knapping motion 
is imparted to the lower end of the moving jaw by means 
of the toggle plates, J, K, actuated by the eccentric on the 
central shaft F ; at every revolution of the shaft, the jaw 
approaches and recedes from about half an inch ; 
when, therefore, a piece of clinker falls between these 
jaws, it is crushed by their converging action, and on C® 



Fig. 22. 


receding, it drops still farther into the opening to be again 
crushed, and so the process continues until it is sufficiently 
reduced to pass out at the bottom. The shaft F is actuated 
by two heavy fly-wheels, one at each side of the machine, 
running at about 250 revolutions per minute, so that the 
crushing power of the jaws is enormous. As the lower 
ends of the jaws have the greater part of the work to 
do, they consequently wear much more quickly than 
the upper part, and therefore they are made so as to be 
readily taken out and reversed. It is usual, with this 
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machine to reduce the clinker to about the size of 



walnuts ; but the fineness to which the material is crushed 
may be adjusted by means of the screw wedge L, which 
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enlarges or decreases the distance between the jaws as 
may be required. 

A later type of crusher, made by the same firm, which 
they describe as their “improved lever motion hand- 
hammer action ” machine, is shown in fig. 23. As will be 
seen from the illustration, the jaws are arranged in the 
same manner, but a lever H is introduced between the 
pitman G and the toggle plate J. It is not easy to see 
wherein this motion is an improvement on the older type 
of crusher, and at first blush it seems rather an unnecessary 
complication of a very simple machine, though its efficiency 
is vouched for by more than one well-known firm of cement 
makers. 

Although crushers of the Blake type are most generally 
used for the preliminary reduction of the clinker, some 
manufacturers employ corrugated or toothed crushing rolls 
for that purpose. An illustration of a pair of these crush- 
ing rolls is shown in fig. 24. The advantages claimed for 
them are that the low speed at which they run (5 to 12 
revolutions per minute) ensures the minimum of wear and 
tear, and that when running empty, as crushers often are 
for a good part of the day, their continuous revolving 
motion takes much less power to drive than the reciprocat- 
ing motion of the heavy hammer-like jaw of the Blake 
type of crusher. Moreover, the curved fang-like design 
of the teeth of these rolls tends to crush the clinker finer, 
or rather to produce more fine particles and dust than the 
Blake type of crusher, which was originally designed for 
producing road metal, the essential of which is a maximum 
of cubical material of a certain size, and a minimum of 
dust and fine particles. 

As the clinker leaves the crusher, or crushing rollers, it 
falls into the elevator boot beneath, whence it is raised by 
means of an elevator to the hoppers over the grinding 
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machinery. These elevators are somewhat similar to those 



already described for elevating the slurry to the wet stones, 
but as the work they have to perform in elevating rough 
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clinker involves considerably more wear and tear, the 
buckets are usually attached to a specially designed chain 
instead of a belt. The hoppers over the grinding machinery 
may be arranged either as one large hopper to feed two or 
more machines, or a separate hopper may be arranged for 
each, but in either case they should, in the aggregate, be 
large enough to contain sufficient clinker to keep the mills 
going for twelve hours, so that not only would there be a 
supply in case of breakdown of the crushing and elevating 
machinery, but, as in many works it is the custom to run 
the mills night and day, sufficient clinker could be drawn 
during the day to fill up the hopper and leave a supply for 
the night’s working. This arrangement avoids drawing 
kilns at night-time, which, apart from the inconvenience 
to the workman, cannot be so readily superintended by 
the foreman whose duty it is to see that the underburnt 
portions are properly picked out. 

It is usual to place the feeding hopper of the crushers 
on a level with the ground, so that the clinker can be 
tipped alongside and gradually fed or “ trimmed ” in. The 
practice of tipping wagons or barrows of clinker direct into 
the crusher is not to be recommended, as it puts a sudden 
and undue strain upon the machinery ; although it costs a 
trifle more in labour to have the clinker fed in by degrees, 
it will be found well worth the extra cost in the saving of 
wear and tear. It is also the duty of the man who trims 
in or feeds the crusher to keep a bright look out for any 
scraps of iron that may by accident have got among the 
clinker, such as small detached pieces of fire-bar or the odd 
scraps of iron that are sometimes found among the coke. 
If by any chance a piece of iron too large to pass through 
the jaws should be drawn into the Blake crusher, it will be 
so tightly jammed, that the machine will have to be thrown 
out of work, till the toggle plates can be taken out, and the 
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obstruction removed. The author has cause to remember 
one occasion, when the workman who was feeding the 
crusher was breaking up a large piece of burr or heavily 
burned clinker, and the head of the sledge hammer came 
off and fell into the crusher, where it became so firmly 
jammed between the jaws that a great deal of time and 
trouble was wasted before the mass could be removed. 

The feeding hopper of the crusher being on a levelVith 
the ground, the crusher itself is consequently below ground, 
and arrangements should be made that the pit in which 
it is placed is sufficiently large to allow of all parts being 
accessible for lubrication and repairs. As it has rather 
heavy work to do, it should also be firmly bolted down to 
a good solid concrete foundation. 

Referring next to the clinker from the rotary kiln, this 
is generally conveyed to the grinding machinery by 
mechanical methods, usually by one of the well-known 
types of tray conveyor. In contradistinction to the clinker 
from the vertical intermittent or continuous kiln, which may 
be in lumps of anything from a foot diameter downwards, 
the clinker from the rotary kiln more resembles marbles 
in shape, caused by the material rolling round inside the 
kiln while in a semi-molten condition, It will be readily 
understood that such material does not require passing 
through crushers of the type required for vertical kiln 
clinker, although it is sometimes found desirable to run it 
through a pair of crushing rolls, to reduce any large balls 
that may be present. It is therefore generally conveyed 
by a shaking or tray conveyor direct from the cooler to 
the elevator, which delivers it either to the clinker store or 
to the hoppers over the grinding machinery. Another 
method of eliminating the large balls of clinker, which are 
too large to be fed into the grinding machinery, is to 
provide the end of the cooling drum with a grid or coarse 
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sieve, which allows the finer material to fall through to 
the conveyor, while the large balls are carried forward to 
the extreme end of the cooler, and fall into a special recep- 
tacle, to be subsequently dealt with. 

The original and, until the last decade or two, the only 
satisfactory method of grinding cement, was by means of 
the ordinary 4 feet 6 inches millstones of the usual bedstone 
and rtinner type, built up of specially selected French burrs. 
They have now, however, become practically obsolete for 
this purpose, and in all modern factories have been entirely 
superseded by less expensive methods of clinker reduction. 
Since for the first forty years or so of the cement industry 
they were the only mills used for the purpose, the illustra- 
tions in fig. 25 of a pair of these stones, reduced from a 
working drawing made in our drawing office in the early 
’eighties, may be of interest, though perhaps chiefly of a 
historical nature. 

Millstones being extremely expensive as regards wear 
and tear, and, moreover, requiring continual dressing, many 
methods of grinding cement were tried before an efficient 
substitute could be found. Previous to 1890 they were the 
standard method of grinding ; but about that time various 
kinds of edge-runner mills began to gradually find their 
way into the market with more or less success. The 
original variety of edge-runner used in this country was the 
Dutrulle & Solomon’s, which consisted of four heavy rollers 
or edge-runners about 5 feet diameter and 18 inches face, 
rolling vertically on a circular horizontal path, somewhat 
similar to an ordinary mortar mill, except that the bed or 
path was stationary, and the rollers were made to travel 
round it. The next variety was Neate’s dynamic grinder, 
which was similar to the Dutrulle mill, with this essential 
difference, that instead of the roller being vertical and the 
path consequently horizontal, both path and roller were 
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tilted inwards at a considerable angle, so that, in addition to 



the crushing weight of the rollers, a certain amount of centri 
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fugal force was exerted by their outward thrust. These mills 
were made either with four large 5 feet rollers as a separate 
machine, or with three small 2 feet 6 inches rollers to fit an 
ordinary 4feet 6 inches millstone hurst, in the place of thethen 
almost universal French burrs. A further variety of edge- 
runner mill was Duffield & Taylor’s patent, which differed 
from the usual edge-runner type, in that the bed of the 
mill 1 evolved in the same way as an ordinary mortar mill, 
while the rollers ran in specially designed stationary 
bearings. The essential feature of this mill was that, by 
means of a cam action on the driving shaft, the runners 
were made to work to and fro laterally, by which it was 
claimed that a crushing action, more nearly resembling mill- 
stones, was imparted to them. This mill was also made in 
two sizes, the large size for separate erection, and a smaller 
size to fit an ordinary mill hurst in the place of millstones. 
A type of edge-runner which at a still later period seemed 
to have gained considerable favour among manufacturers 
in the Thames and Medway district, was Freeman s patent 
hydraulic pressure grinder, manufactured by Messrs 
Aveling & Porter, of steam-roller fame. With these mills 
small diameter rolls were used, and pressure was applied 
to them by hydraulic means. Three rollers, about 2 feet in 
diameter and 10 inches wide, were carried in a massive 
cast-iron revolving frame, the whole revolving on a chilled 
cast-iron bed-plate. A hydraulic ram was arranged at the 
top of the machine, by which pressure was applied. 

With all mills of the edge-runner description, the chief 
wearing parts were the rims or tires of the rolls, and, unless 
the material was specially good, hollow and uneven places 
quickly made their appearance in the surface of the rims, 
with corresponding diminution of efficiency. 

Another feature of the edge-runner type of mill was 
that they were practically useless without an efficient 
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sieving arrangement as part of their equipment, and too 
frequently the sifting was carried to excess. Although the 
use of sieves or separators in the manufacture of cement is 
very economical as regards output, and wear and tear of 
the grinding machinery, care must be taken that the proper 
amount of flouring is done by the latter. It is possible, by 
excessive sieving, to have a cement which will all pass 
through a certain sieve, or show not more than the specified 
residue on the usual testing sieve, and yet contain little or 
none of the essential flour or impalpable powder, the clinker 
having been simply cracked till it was fine enough to pass 
a certain sieve. A practical illustration of this fact, 
familiar, no doubt, to those who have tried to make cement 
in a small experimental way, may be obtained by pound- 
ing some clinker with a pestle and mortar, with frequent 
sifting, and comparing the powder thus produced with 
that from the same clinker properly pulverised in an 
efficient grinding machine. It will be found that the latter 
contains a much larger proportion of flour or impalpable 
powder than the former, and gives infinitely better results 
when tested for strength in the ordinary way, more 
especially as a 3 — i sand-cement mortar. This is just 
where many of the edge-runner mills failed, ie., in the 
efficient flouring of the cement. They depended too much 
on their sieves ; the clinker was passed under the rollers 
and cracked slightly, and then passed up to the sieves; 
any that was cracked fine enough to pass the sieves went 
forward to the warehouse, the remainder being returned to 
the mills to be cracked again, and so on da capo, the 
material often passing under the rollers ten to twenty times 
before the process was completed. As an instance of this 
fact, the author was once assured by one firm of manu- 
facturers, who had tried mills of the edge-runner type, that 
they had carefully measured the amount of material 
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passing from them up the elevators, and calculated that 
for every two tons of material that went forward to the 
warehouse, no less than fifty tons passed over the elevators, 
indicating that the material passed under the edge-runner 
as many as twenty-five times altogether; they further 
stated that the renewals of the gauze of the sieves under 
these conditions cost no less than i|d. per ton of cement 
ground, which is not surprising under the circumstances. 
This was, no doubt, a very much exaggerated case, the 
result more likely being due to want of proper feeding and 
adjustment of the machine, but it is given for what it is 
worth. 

It is the usual practice to arrange millstones on a line 
shaft coupled direct to the engine, the elevators, sieves, and 
other machinery being driven from lay-shafts. As will be 
seen from the illustration, the stones are driven by powerful 
bevel gearing direct from the line shaft, the gearing being 
so arranged that the stones run at about 1 50 revolutions 
per minute. It may be mentioned here that, although it 
is economical so far as first cost of engine, and consumption 
of fuel and horse-power are concerned, to arrange the whole 
of the machinery to be driven by one large engine, it is 
not always economical in actual working, as in case of a 
breakdown in any one part of the machinery, the whole of 
the works would be stopped until the damage was made 
good, or until the damaged portion could be disconnected 
from the rest of the machinery. This often means serious 
delay and consequent retardation of the output, and it is, 
therefore, better to subdivide the engine power so as to 
avoid such a contingency. For instance, in case of a 
breakdown in the grinding mills, the crushers and elevators 
also being stopped, the drawing of the kilns would be 
delayed, and consequently their output retarded, unless 
the clinker was temporarily stored, which would entail 

K2 
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extra expense in again handling to be brought to the 
crushers. Now, if the crushers and rough clinker elevators 
were driven by a small subsidiary engine, the drawing of 
the kilns would not be interrupted by a breakdown of the 
other machinery, and if plenty of hopper room were pro- 
vided, the clinker would thus be safely disposed of Stor- 
ing clinker in sheds or similar buildings is unsatisfactory 
at the best of times, as it is always liable to get mbre or 
less damaged, to say nothing of the extra cost of twice 
handling. In the same way, stoppage of the clinker mills 
would also entail stoppage of the wash-mills, with conse- 
quent waste of time and loss of output, and although there 
are one or two moderate-sized works where both wet and 
dry mills are driven from one large engine, it is more usual 
to provide separate engine power for each. For the reasons 
previously stated, and from his experience of the serious 
delays often incurred, the author would go further, and 
provide a small subsidiary engine for the crushers and 
rough clinker elevators as above suggested. 

As the powder leaves the grinding mills, it falls into a 
conveyor, which carries it to the elevator leading to the 
sieves, which are generally placed at the top of the building. 
The elevator used for raising the unsifted powder to the 
sieves is of the usual bucket and belt description, shown in 
fig. 26, though, of course, it need not be so heavy as that 
used for raising clinker. These elevators are generally 
enclosed in a wooden framing, boarded up as shown in the 
sketch, so as to confine the dust within them as much as 
possible, as there is always a small amount of the substance 
which, in falling out of the buckets, misses the shoot at the 
top and drops back down the elevator casing. In a 
Grerman type of elevator, which the author once had under 
his charge, there was a separate metal casing provided for 
both up and down buckets, the casing being only just large 
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enough in section to allow of the passage of the belt and 
buckets. The elevator, consequently, had to be perfectly 



FRONT ELEVATION SIDE ELEVATION 

Fig. 26. 


vertical, instead of being inclined at a slight angle as is 
the usual English custom. This arrangement of casing 
was found to be very awkward in the event of the bucket- 
belt breaking, as, the casing being so small and inaccessible, 
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some considerable difficulty was always 
experienced in fishing up, for splicing 
purposes, the broken end, which natur- 
ally always fell to the bottom. In the 
matter of accessibility, the English type, 
with a roomy wooden casing, as shown 
in the sketch, is much preferable., 

From the elevator, the cement falls 
into a shoot leading to the sieve, which 
eliminates those particles which are in- 
sufficiently ground, the latter returning 
by convenient shoots to the mills to be 
further reduced, while the fine flour 
which passes the sieves is conveyed by 
band or other conveyors to the ware- 
house, and by means of suitable open- 
w ings in the conveyor trough, deposited 
^ in the required bin. The conveyors 
generally used for conveying the unsifted 
cement from the grinding machinery to 
the sieve elevators, and also for deliver- 
ing the sifted cement from the sieves 
to the warehouse, are of the spiral or 
Archimedean screw type, revolving in 
a suitable trough, as shown in fig. 27. 
Band conveyors, i,e. a broad band run- 
ning on rollers, are sometimes used for 
this purpose, and so far as consump- 
tion of horse-power is concerned, are 
decidedly economical, though they take 
a good deal more maintaining and 
keeping in order than the spiral type. 
For conveying the cement from mill- 
stones, or any machine by which its 
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temperature is materially raised, to the sieve elevators, 
band conveyors are not so suitable, as contact with the hot 
cement causes them to get out of order very rapidly. 

The sieves used for sifting cement are of various kinds 
and shapes, but it will be found that the hexagonal re- 
volving type, as shown in longitudinal and cross section in 



figs. 28 and 29, gives very good results. The roughly- 
ground material is fed in at the upper end, and the sieve 
sloping at a slight angle, it travels slowly towards the 
lower end, the finer particles passing through the meshes 
en route, so that by the time the bottom is reached, little 
or nothing but the core of coarse particles remains, and 
these fall out into a shoot to be returned to the mills. 
On the arms of the sieve are placed loose sliding balls of 
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cast iron (see detail of hub, fig. 30), so that as the sieves 
revolve, these balls fall from the hub to the outer end of the 
arm and vice versd ; this imparts a jarring action to the 
sieve, which greatly assists in keeping the meshes clear, and 
facilitates the passage of the fine powder through it. To 
prevent the jar being too severe, a rubber washer is placed 
at each end of the arm, which softens the fall, and prevents 



any damage being done by excessive vibration. In some 
works a square revolving sieve is used of somewhat similar 
design, and some manufacturers prefer a circular revolving 
one ; of these latter types the author has had no experience, 
and therefore cannot speak definitely, though he believes 
such sieves have given satisfaction. For use with edge- 
runners and similar mills, where a large quantity of coarse 
particles and fairly large pieces of clinker have to be dealt 
with, it is usual to arrange two sieves on the one frame, one 
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within the other, the inner one being composed of a per- 
forated steel plate, which retains the coarser and heavier 
particles, and only allows the moderately fine material to 
pass to the outer gauze or wire cloth, thereby reducing the 
wear and tear, and greatly prolonging the life of the latter. 

In one works with which the author was connected, a 
German type of sieve was used, which consisted of a sloping 



DETAIL OF HUBr 

Fig. 30. 

frame about 8 feet long and i foot 6 inches wide, hinged at 
the upper end ; two renewable wooden blocks fixed under- 
neath the lower end of this frame rested on toothed wheels 
or beaters, similar to a couple of ratchet wheels, revolv- 
ing on a horizontal shaft, by means of which a jarring 
motion was given to the frame. The cement was fed in at 
the top and ran down the surface of the slope, the fine 
particles which passed through the sieve being conveyed to 
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the warehouse, and the core returned to the stones in the 
ordinary way. This type of sieve is very convenient, as it 
can at all times be inspected, and the gauze being fitted 
into a separate movable frame, the working part of the 
sieve can be easily removed for cleaning purposes, and if 
necessary a fresh one put in its place in the meantime. The 
main objection to these sieves is, that the powder has a 
tendency to converge, and run in a thick stream down the 
centre of the slope, the result being that the only part of the 
sieve doing effectual work is the three or four inches in the 
centre, and unless carefully watched as to feed, the cement 
is not thoroughly sifted, the core returning to the mills, 
which should be perfectly clean, containing a large propor- 
tion of flour and finer particles. 

The Askham Air Separator (Mumford & Hoodie's 
patent), of which a sectional illustration is given in fig. 31, 
has lately come into considerable use in cement works, 
more especially when a very fine cement is required, and 
consequently the fine gauze of the ordinary sieve is apt to 
clog and cause trouble. The machine consists of a funnel- 
* shaped casing, within which is a second funnel with an 
annular space between the two. As its name suggests, 
the separation is effected by a current of air, which is 
produced by a fan of special design F F, revolving in the 
upper or cylindrical part of the casing. The cement is fed 
into the cone G, and falling on to the rotating disc E, 
is thrown in a thin stream all round towards the fixed 
hood D. The current induced by the fan passes upwards 
and outwards between the fan blades, carrying with it the 
finer particles, which are thrown into the outer casing A and 
fall out at the bottom for conveyance to the warehouse. The 
coarse particles, which are too heavy to be lifted by the 
current of air, fall into the casing B, whence they return by 
the branch pipes aa\o the mills for further reduction. The 
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current of air returns through the opening O in the direc- 
tion of the arrows, the same air being used over and over 
again. The degree of fineness of the separated material 
is regulated by the speed at which the fan is made to re- 
volve, and also by the partial closing of the opening O by 



means of the damper C, which is raised and lowered by 
the handle /actuating the arms h h, thus interrupting the 
current of air. 

Reverting now to methods of clinker reduction other than 
the original millstones and the subsequent edge runner 
types, the Griffin mill, of which an illustration is given in 


well as clinker; although, in common with all other types 
of grinding machinery, it has both its advocates and 
detractors. This mill essentially consists of a small 
crushing roll, working by centrifugal force against a ring 
or die. The crushing roll is rigidly attached to the lower 
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extremity of a shaft, suspended vertically from a universal 
ball-joint specially arranged within the pulley from which 
the machine is driven ; to this ball-joint are attached 
trunnions, which work in half boxes, and slide up and 
down recesses in the pulley head case, so that the crushing 
roll is free to swing in any direction within the casing. To 
the bottom of the roll is attached a series of ploughs or 
stirrers, so that when the pan below contains sufficient 
material to come into contact with these ploughs, it is 
violently stirred up and thrown between the crushing roll 
and die. Attached to the shaft above the crushing roll is 
a fan, which assists in keeping the particles in motion, and 
drives them up against the circular sieve or screen arranged 
above the die. Those particles which are fine enough to 
pass the sieve, drop down through the discharge aperture 
to the conveyor below, to be conveyed to the warehouse, 
while the insufficiently reduced particles fall back into the 
pan at the bottom, to be again stirred up by the plough 
and passed beneath the crushing roll. The diameter of 
the ring, or die is 30 inches, and of the roll 18 inches, while 
the pulley speed is 200 revolutions per minute, by which 
the makers claim that a pressure of 6000 dbs. is exercised 
against the die. Should a piece of iron or other irreduc- 
ible material get into the mill by accident, the crushing 
roll being free to swing in every direction by means of the 
special bearing arrangement, would simply pass over the 
obstruction without causing any damage to the machine. 
The author has had an opportunity of inspecting several 
installations of these mills which are successfully working 
in this country, and, judging from testimonial letters, they 
have also acquired considerable popularity on the continent 
as well as in America, the land of their origin. Their 
principal success here seems to have been with rotary kiln 
clinker, which is generally more difficult to grind than that 
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produced by the earlier types of kiln, so much so 
that in many instances the grinding plants ordinarily 
used for the latter have proved quite inadequate for 
rotary clinker. 

A later development of this type of mill is the Giant 
Griffin, illustrated by a sectional elevation in fig. 33, in 
which the diameter of the crushing ring or die is 40 inches, 
and the diameter of the roll 24 inches. It employ's the 
same principle of grinding, and is built on the same general 
lines as the previously described smaller 30-inch mill, but 
it is a very much heavier and more powerful machine, and 
in it are embodied several improved details of construction 
suggested by many years’ experience with the lighter type. 
The complete machine weighs about 13 tons, and is very 
heavily and strongly built, the base of the mill alone 
weighing some 7 tons. One chief difference between this 
and the earlier 30-inch mill, is that the framework is of 
angle iron, thoroughly bolted and riveted together, which 
is found to give much more satisfactory results than either 
the cast iron or composite frames used on the smaller mills. 
The makers claim that it will take clinker of inch 
diameter, or practically the same as it comes from the 
rotary kilns, and, without any auxiliary apparatus, give a 
finished product of which from 85 to 87 per cent, will 
pass a 200 mesh sieve. 

For this mill the makers claim the following outputs 

Rotary Clinker, 2-2^ tons per hour, 1 5% on a 180 sieve, with 60 

B.H.P. 

Ordinary Clinker, 3-3I „ „ „ 

Raw Materials, 4-6 „ „ „ 

Coal, 4“'6 >> » >j 

As before stated, there seems to be considerable differ- 
ence of opinion amongst cement manufacturers as to the 
efficiency of the Griffin mill for cement grinding, but 




Fig. 33. 
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for grinding coal its popularity and efficiency appears to 
be unquestioned, while the horse-power per ton ground is 
certainly a favourable feature. 

The Bradley three-roll mill is a centrifugal mill for 
grinding clinker and other hard materials, manufactured 
by the same firm as the Griffin mill. The principle of 
grinding, as will be seen from a sectional illustration 
fig. 34, is that of three rolls revolving in and agaitist an 
annular ring or die, against which the material is crushed 
by the centrifugal action of the rolls. The crushing rolls 
are i6 inches in diameter, and the internal diameter of the 
die or ring against which they run is 4 feet 6 inches. They 
are driven from a central, vertical spindle, and by a special 
device they are so arranged that they have a tendency to 
rise while running, thus relieving the bearings of a con- 
siderable proportion of weight, and alsO' lessening the 
friction. These mills are spoken of very highly by some 
manufacturers, more especially for coal grinding, for which 
they seem particularly adapted; the makers claim for 
them the following output, the power required in each 
case being about 40 B.H.P : — 

Schneider Kiln ) , , ^ , , 0/ o • 

, > about 3 tons per hour to 12-14/ on a 180 sieve. 

Cement Clinker J 

Limestone and Clay, 3 J-5 „ „ „ 

Coal, 3j~4 M to 3-4% on a 100 sieve. 

For the harder rotary kiln clinker the manufacturers, 
however, recommend either the Griffin or Giant Griffin 
mill previously described. 

The method of clinker pulverisation which appears to 
be fast becoming the standard method, at all events in this 
country, is some variety of the ball mill principle, as a 
means of primary reduction, followed by treatment in a 
tube mill to complete the pulverisation and flouring. 
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Fig. 34. 
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Figs. 35 and 36 show in longitudinal and cross section, 




the original cylindrical ball mill first introduced into this 
country some fifteen years ago by Messrs Krupp. As will 


Fig. 35. Fig. 36. 
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be seen from the illustrations, it consists of a revolving 
cylindrical chamber, divided up into segments with inclined 
steps. Rolling round the cylinder as it revolves, are a 
number of steel balls of various sizes, between which the 
clinker is crushed and pulverised, and their crushing and 
disintegrating power is further increased by their continual 
falling over the steps as shown. The path on which these 
balls travel is composed of specially-prepared hard metal, 
and is perforated, so that when the clinker is sufficiently 
reduced, it passes through the perforation and falls first on 
to a perforated steel plate, which removes the coarser grit, 
and thence again on to a wire gauze of finer mesh ; the 
material retained by the perforated plate and the sieve is 
automatically returned to the interior of the cylinder for 
further reduction. 

This mill was originally designed and used to complete 
the pulverising process, in which case the outer wire gauze 
was fairly fine, and the material passing it was conveyed 
direct to the warehouse ; it is now, however, used chiefly 
as a means of primary reduction, the clinker only being 
reduced to about ^V’i^ch prior to final treatment in a 
tube mill, or as the French very properly term it, a “tube 
finisseur.” When used as the final grinding machine, 
before the subsequent introduction of the tube mill, the 
pulverisation of the finished product frequently left a good 
deal to be desired in the matter of impalpable powder or 
flour; for the reasons given on page 130 the clinker 
was too frequently only just cracked sufficiently fine to 
pass the outer sieve of the machine, and was consequently 
somewhat rough and gritty, compared with the properly 
pulverised product. Used, however, as a means of primary 
reduction, the ball mill, in one or other of its modifications, 
is probably one of the best machines for the purpose at 
present on the market. 

L 2 
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Fig. 37 shows another machine known as the crushing 
tube mill, for preliminary reduction of the clinker to the 



grit stage, before being fed into the tube mill for final 
pulverisation. As its name suggests, it is somewhat 
similar in principle to the “tube finisseur,” described in the 
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following pages, except that it has a short drum of com- 


paratively large dia- 
meter. It will take 
material up to2 inches 
diameter, and is very 
suitable for the pre- 
liminary treatment of 
rotary kiln clinker, the 
crushing action being 
provided by heavy 
steel balls cascading 
around inside it. The 
author’s experience of 
it is that it performs its 
work well and effici- 
ently, and it compares 
very favourably with 
the ordinary ball mill 
as a means of primary 
reduction, since there 
are no sieves or per- 
forated plates to re- 
quire periodical atten- 
tion and renewal. 

The tube mill or 
“ tube finisseur,” of 
which an illustration 
is given in fig. 38, 
was first introduced 
into this country some 
fifteen years ago ; as 
its name suggests, it 
is a finishing mill 
only, designed to 
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complete the pulverisation of material which has been 
previously roughly ground, generally so as to all pass a 
inch sieve. As will be seen from the illustration, it consists 
of a long iron cylinder, supported on suitable bearings 
at each end, and half filled either with specially selected 
flint pebbles or with steel balls. According to the output 
required, the length of the mill ranges from about 15 to 
30 feet, and its diameter from 3 feet 6 inches to 6 feet. 
It is made to rotate at about 25 to 30 revolutions per 
minute, and the cascading of the flints or balls one 
upon another, as the mill revolves, subjects the coarse 
grit to a pounding action, which completes the pulverisa- 
tion. The feed is generally effected through the hollow 
trunnion at the inlet end, and by means of a screw 
the feed can be varied to any required degree; the 
mill being in a perfectly horizontal position, the material 
travels to the outlet end by gravitation, and therefore the 
time it occupies in passing through the mill, and conse- 
quently the fineness to which it is reduced, depends entirely 
upon the amount of material fed through it, i,e, the fine- 
ness can be reduced to any desired degree by reducing the 
amount fed in. The lining of the tube or cylinder is com- 
posed either of renewable steel strips, or of specially pre- 
pared quartzite blocks, set in a sort of cement, also specially 
prepared for the purpose. It will be readily understood 
that practically the only wearing parts of the mill, are the 
lining of the tube and the flint pebbles or steel balls, which 
cascade around inside it, and thus, of course, require 
rene.wing from time to time. Although millstones are 
now practically obsolete, tube mills were originally used 
in this country in conjunction with them, and, as an 
auxiliary to an already existing millstone plant, they 
were especially valuable, since they relieved the stones of 
the most trying and expensive part of their duty, U. the 
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final reduction and flouring of the cement. It will be 
readily understood that when the stones only had to 
reduce the material roughly, they could be allowed to 
run comparatively light, and therefore did not require 
such frequent dressing, their useful life being consequently 
greatly prolonged. 

As mentioned on page 115, cement produced from 
rotary kiln clinker is extremely quick setting, rendering it 
absolutely necessary to have recourse to some artificial 
method of regulating the setting. The tube mill particu- 
larly lends itself to one of these methods, now generally 
known as Bamber’s patent, which consists of admitting 
steam into the mill through the trunnion at the feed end, 
at varying pressures according to the degree of slowness of 
setting required, i.e. the greater the pressure and thus the 
more steam admitted, the slower setting the resulting 
cement. By a special arrangement of steam gauges, the 
pressure, and thus the quantity of steam entering the mill, 
can be controlled with great exactitude, and consequently 
the setting time regulated to any desired degree of slow- 
ness. The author had an opportunity of inspecting this 
process some little time ago, when steam at 1.5 lbs. pressure 
was being used through a J-inch flexible pipe, and in 
spite of the somewhat large quantities of steam some- 
times admitted, there was none visible at the outlet end of 
the mill, and only a slight dampness noticeable, showing 
that all the steam had been absorbed by the cement. 
Another modification of the steam principle of regulating 
setting, is to admit water into the tube mill in the same 
way, in place of steam ; owing to the heat generated by 
the grinding process, this water is doubtless quickly 
vaporised into steam, but it seems reasonable to assume 
that, when steam is admitted in the first instance, it would 
be more evenly distributed among the contents of the mill 
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than water, which first 
has to be vaporised. 

Several modifica- 
tions of ball mills and 
tube mills are made 
by various manufac- 
turers, though the 
essential principles 
are the same as those 
previously described. 
There are also several 
mills on the market 
combining the ball 
mill and tube mill in 
one machine. Fig. 39 
gives a sectional illus- 
tration of the Molitor 
compound mill made 
by Messrs Lohnert of 
Bromberg. As will be 
seen from the illustra- 
tion, it virtually con- 
sists of a tube mill 
joined on to a ball 
mill. Only the feed 
end, however, is sup- 
ported by the usual 
hollow trunnion, the 
lower part of the mill 
being supported by a 
cast-steel roller bear- 
ing, with removable 
and exchangeable 
tires. The material to 
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be ground is fed through the hollow trunnion in the ordinary 
way, and in the first part of the mill is acted upon by a 
number of steel balls of varying sizes, by which it is reduced 
to a grit by the time it reaches the division between the two 
portions of the mill. Here it falls out on to a steel plate 
provided with suitable apertures, which only allows the 
sufficiently reduced material to pass, the residue being 
returned to the ball mill part for further reduction. The 
material which passes the openings in the steel plate is 
carried forward into the ball mill portion for further 
reduction. The ball mill part of the machine is lined 
with hard armour plating, and the tube mill with 
specially prepared quartzite material, and the makers 
claim that both linings will last a considerable period 
without attention or renewing. 

Another mill of somewhat similar principles is the Solo 
mill made by Messrs Polysius, of which an illustration is 
given in fig. 40. The chief difference, however, between this 
mill and the Molitor is that the hollow trunnion bearing is 
dispensed with altogether, and the mill is arranged to run 
on tires or rings, one at each end, and these tires again are 
each carried by two cast-steel rollers. 

The chief advantages claimed by these compound types 
of mill are that they can be erected in a single storey mill- 
house, so that the massive foundations and high building 
required by ball and tube mills, when arranged one above 
the other in the ordinary way, can be dispensed with. 
The usual intermediate elevator and conveyor between the 
ball and tube mills is also unnecessary. 

With all grinding machinery, regular feeding is one of 
the first essentials of efficient working. As will be seen 
on reference to the illustration on page 128, the method 
of feeding the old original French burr stones was by 
means of an inclined tray or shoot, leading from the 
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hopper above to the eye of the stones ; this shoot was 
pivoted at the upper end, and at the lower was continually 



tapped by a revolving damsel attached to the crossbar of 
the stones. For regulating the supply of material to the 
more modern mills just previously described, there are 
several types of mechanical feeders now on the market, 
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generally consisting either of percussion or of revolving 
table feeders. The former consist of a suspended tray or 
shoot, which by means of springs is kept in contact with a 
buffer block ; a cam, working on a shaft, forces the tray 
upwards against the spring, and as soon as the cam 
releases it, the action of the spring shoots it forward again, 
against the block with a jarring action, which propels the 
material forward. As with the original damsel and mill- 
stone feed, the flow of the material is controHed by the 
amount of jar imparted to the tray, which can be regulated 
as desired. The revolving table feeder is a totally different 
arrangement, and consists of a revolving disc, fixed a few 
inches below the spout leading from the hopper above ; a 
cone of the material to be ground is formed by its falling 
from the hopper spout, and, as the disc revolves, an adjust- 
able scraper pares off the external edge of the cone, and 
sends it in a regular stream into the inlet hopper of the 
mill. 

The economical and efficient pulverisation of cement is a 
matter which has been exercising the mind of the English 
cement manufacturer for some time past, and all sorts of in- 
ventions have been brought forward for that purpose, some 
of which still survive, but the greater number have been 
gradually abandoned. The mills previously described are 
those which have found most favour in this country, but 
without making any invidious distinction, it is doubtful 
if any of them produce the same percentage of flour, or 
impalpable powder, as the old French burrs, with the 
exception perhaps of the tube mills. As has been already 
stated, it is possible for two samples ground by different 
machines to give the same result on the sieves usually used 
for testing, and yet one may be all fine grit and the other 
chiefly flour. In the course of a public discussion on 
the subject some few years ago, the patentee and manu- 
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facturer cif one of the most extensively used edge-runner 
mills at that time, admitted the approximate accuracy of 
the author’s statements, viz. that a cement ground entirely 
by millstones, and leaving about lo per cent, residue on a 
50 sieve, was equal in cementitious value to one ground by 
edge-runners and leaving only 6 per cent. A few weeks 
later the patentee and manufacturer of a rather different 
type of edge-runner mill challenged this statement in the 
press. Unfortunately for him he had written to the same 
journal a month or two previously, giving the comparative 
results of tests of the same cement ground by his own mills 
and French burr stones, which showed that although the 
former was ground so as to leave only a trace of residue 
on a 50 sieve, it carried 15 lbs. less at 28 days when mixed 
with three parts of standard sand than the latter, which 
was ground to a fineness of 4 per cent, on a 50. 

It has been sometimes stated that the superiority in 
cementitious value of cement ground by one kind of mill 
over that produced by another, is due to difference in the 
shape of the grain produced by the different methods, one 
being supposed to produce an angular jagged grain, and 
another a rounded one ; and that the former consequently 
interlocks better, and forms a more tenacious matrix than 
the latter. With this view the author cannot agree; he 
has examined many samples microscopically, and can find 
but little difference in the shape of the grains produced by 
the various methods of grinding, at all events not sufficient 
to account for any superiority of the one over the other. Fig. 
41 is a photo-micrograph of the grains produced by mill- 
stones, and fig. 42 of those produced by edge-runner mills. 
The grains in each case are those which have passed 
through a 76x76 sieve, and have been retained on a 
100 X 100, and are consequently magnified about 30 
diameters, and it will be seen that in shape they are 
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exactly alike. As already stated, the superiority is rather 
to be attributed to the one containing a greater proportion 
of impalpable powder or flour than the other. When 
cement clinker is reduced to an absolutely pulverulent 
condition, it is no longer black and opaque, as it appears 
in the grains retained by an ordinary testing sieve, but 
splits up into transparent crystalline fragments. If the 
finest particles of cement flour are examined under the 
microscope with a fairly high power, say a | inch objective, 
it will be found that they have a transparent crystalline 
appearance, very much like white moist sugar ; these fine 
particles are the essential and most active part of the 
cement, and so long as the sample contains its due pro- 
portion of them, it is obviously immaterial by what 
method they are produced. 

The arrangement of the warehouses for storing the 
cement after grinding, is a matter which rarely receives 
the attention it deserves, the general plan being to make 
any kind of building serve the purpose, without due regard 
to the necessities of the case. A separate warehouse should 
be allotted to each set of mills, and proper provision made 
for dividing up each one into suitable bins, so that if from 
any cause the product should not prove quite satisfactory, 
(and accidents will sometimes happen), the doubtful 
material can be ground into a separate bin, and kept 
distinct from the rest of the manufacture. 

A very convenient plan of arranging a warehouse, where 
the product has to be disposed of by rail, is to have a long 
building with a division longitudinally down the centre, and 
each side divided off into bins of loo or 200 tons capacity 
according to requirements. A railway siding being ar- 
ranged alongside the whole length of each side of the 
building, trucks can be loaded with great facility froiti 
any given bin. The front of each bin may be composed of 
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stout wooden planks on edge, fitting into a groove formed 
by two battens nailed on to the vertical supporting timber 
of the building, so that when it is required to empty 
a bin, it is only necessary to lever up these planks, and 
the mass falls out ready for packing. With such an 
arrangement of warehouse, the conveyor is generally 
carried in the timbers of the roof, and the cement coming 
from the mills can thus be delivered at any required spot. 
It is commonly the custom to allow the cement to fall 
from the conveyor, in the roof timbers, into a movable 
spout, which can be turned in the direction in which it is 
desired the cement should be led. The cement is generally 
allowed to fall the last few feet on to the floor of the 
warehouse, which consequently creates considerable dust, 
while the spouts also require to be moved occasionally. A 
method of filling the bins, practically without dust, which 
the author has seen working very satisfactorily, is to fix a 
square wooden chute or shaft in a vertical position from 
the floor of the warehouse to the conveyor outlet. Fig. 43 
gives an illustration of this shaft in elevation and section, 
from which it will be seen that it is 14 inches x 10 inches 
internally, and that every 3 feet 6 inches apart, on each 14- 
inch side of the chute, is a 6 x 8 inch aperture, directly over 
which a baffle plate is fixed at an angle of 45“, to prevent 
the cement falling direct out of the opening and causing 
dust. This chute or shaft acts as a perfect conveyor of the 
cement, and effectually prevents the creation of any dust, 
even when the cement falls from the full height of, say, 30 
feet from the conveyor to the floor; moreover, being a 
fixture, no labour or trouble is involved as in the case of 
movable chutes. 

It is the general custom in this country to fill the 
sacks or barrels, in which the cement is transported 
to its destination, by manual labour, the receptacle 
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being first laid on its side, and the cement shovelled 
into it as far as possible, and then pulled up into a 
vertical position, and the filling completed by shaking 
it down into the sacks, or smartly tapping the barrels 
with a stout stick to consolidate the cement down into 
them. With the ordinary shaped bin, described above, this 
is about the only method possible, but on the Continent 
and in America, the cement as it comes from the mills 
is frequently stored in deep silos with hopper-shaped 
bottoms, from which it can be withdrawn and packed 
entirely by mechanical methods. Suitable outlets are 
provided at the bottom or apex of the hopper, whence 
the cement falls out into the trough of a screw conveyor, 
by which it is carried to an elevator, leading to a small 
hopper above the automatic weighing and sack-filling 
machines, by which any given weight can be filled into 
the sacks or barrels; in the former case it only remains 
for the workmen to detach and tie up the sack, and place 
a fresh one under the machine. When the material has 
to be filled into the barrels, a mechanically actuated 
shaking platform is generally provided, by which, upon 
pulling over a lever, the cask is vigorously shaken to 
consolidate the contents, in the place of the manual 
shaking and tapping previously described. 

Fig. 44 gives a sectional illustration of one of the very 
few automatic silo emptying arrangements installed in this 
country. In this case the silos are circular, and con- 
structed of reinforced concrete, each one, when filled, 
being capable of holding about 1500 tons of cement. As 
will be seen from the illustration, the cement is transported 
by screw conveyors from the grinding mills, and introduced 
into the silo at the top; for emptying purposes, a screw 
conveyor withdraws the cement from the bottom of the silo, 
whence it travels by an inclined conveyor and an elevator to 
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the automatic weighing machine in the packing shed along- 
side the railway, so that the labour is reduced to a minimum. 
It will be readily understood, 
however, that the first cost 
of the silo arrangement, with 
the necessary extracting and 
automatic sack or barrel- fi 1 ling 
machinery, is considerably 
greater than that of an ordi- 
nary warehouse, with the 
simple bin arrangement as 
previously described. The 
difference in the cost of labour 
by the two methods is about 
twopence per ton, and there- 
fore, after allowing for interest 
and the extra capital outlay 
involved by the automatic 
method, there is not such a 
marked advantage as might 
be expected, except when 
labour is scarce. The chief 
disadvantageof storing cement 
in large silos for mechanical 
filling is that, if left in them 
too long before removal, the 
cement tends to become very 
much consolidated, and is not 
easy to move, requiring con- 
siderable manual labour at the 
apex of the hopper-shaped bottom of the bin, to get it 
down into the conveyors. For Government and important 
engineering work also, cement is frequently tested and 
passed at the manufacturers* works by the purchaser's 
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representative previous to shipment, and for this purpose it is 
essential that it should not be in too large or too deep a bulk 
to admit of proper sampling. Such testing and inspection 
before shipment forms a considerable part of the author’s 
practice, and he always makes it a condition that the cement 
shall not be of a greater depth than six feet, otherwise 
proper sampling is impossible; the only alternative is taking 
intermediate samples during the filling of the bin. For 
work of this kind especially, the self-emptying silo method 
does not lend itself so readily as the old-fashioned bin. 
From the point of view of the chemist in charge of the 
manufacture also, it is not so convenient to have the 
cement .in large bulks in an inaccessible position, as 
when stored in large hopper silos. It frequently happens 
that for different contracts and different purposes, cement 
of a slightly different quality is specified ; for instance, 
one contract may be for quick-setting cement, one for 
medium - setting, and another for slow - setting, etc. ; 
apart from the inspection work previously mentioned, it 
frequently happens that the saving of a penny or so per 
ton in handling is altogether outweighed by the greater 
convenience of having the bulk in smaller bins, and 
thoroughly accessible for any reason that may arise. 

Although, theoretically, cement ought to be fit for use 
immediately after grinding, it has generally been found in 
practice that it greatly improves with age, and therefore it 
should never be sent out freshly ground, when such a course 
can be avoided. Apart from the risk attending the use of 
such fresh cement, the general experience is, that to put 
hot, freshly-ground cement into sacks, greatly affects the 
durability of the latter, and tends to make them rotten long 
before they would have been in the ordinary way with cool 
cement. The ideas which some manufacturers of cement- 
grinding plant have of the storage requirements of a cement 
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factory are rather amusing ; the author well remembers one 
case in which the plans of a factory, designed by such a 
firm, were submitted to him for inspection ; the cement, 
after leaving the sieves, was allowed to fall into a small 
hopper of two or three tons capacity, whence it was led 
direct into the sacks by a sleeve arrangement, such as is 
usually seen in a flour mill. 

In addition to maturing the cement before delivery, 
another advantage, by no means inconsiderable, of having 
plenty of warehouse room, is that, during the winter months 
or when trade is temporarily slack, the works may be kept 
going at their full capacity ; the working expenses are thus 
kept down, for it is unnecessary to remark that the greater 
the output, the less the cost per ton for salaries and estab- 
lishment expenses. A short output is unsatisfactory both 
to master and man : to the former because of the increased 
cost per ton, and consequent loss of profit, and to the latter 
because he is on short time, and only earns part of his 
proper week’s wage. 



CHAPTER VI 

DRY PROCESS 

The “dry process ” of cement manufacture* as it is termed, 
is usually adopted where the physical properties of one or 
both of the raw materials to be used, are of such a hard 
nature that they cannot be mechanically mixed and blended 
in the wash-mill with water, and, as the name suggests, have 
to be ground and mixed in a dry state. The process may 
be briefly outlined as follows : the materials are first dried, 
if necessary, and then fed into the crushing and grinding 
mills in their proper proportions, and ground to a fine 
powder; this powdered mixture, technically termed raw 
meal or compo, is then slightly damped to enable it to be 
pressed into bricks, which are generally again dried before 
being loaded into the kilns for calcination ; or where rotary 
kilns are in use, the raw meal is fed direct into the kiln in 
a powdered form. The subsequent operations of crushing 
and grinding the clinker are the same as in the wet 
process. The principal materials treated by this process 
are the limestones and shales of the Lias formations of 
Warwickshire, and the limestones and clays of Wales 
and elsewhere; the soft chalk marls of Cambridgeshire 
have also been recently successfully treated by the dry 
process. 

Where clays and similar wet silicates are used, in 
conjunction with limestone, it is obviously necessary to 
164 
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first dry them thoroughly before they can be ground 
to powder, and for that purpose drying floors or other 
means of removing the moisture have to be employed. 
Even when the materials are apparently dry, such as 
limestones and shales, and appear to grind satisfactorily, 
it is found economical to dry them more thoroughly by 
artificial means before grinding, since, when quite dry, 
there is no tendency to clog, and the increased output of 
the mills more than compensates for the cost of drying. 
Drying floors are generally heated by coal-fed furnaces or 
by coking ovens, although in some cases floors heated by 
the exhaust steam from the engine are made use of. An 
illustration of one of these steam-heated floors is given 
in fig. 45. The illustration is reduced from a working 
drawing, and shows the drying floors in plan, longitudinal 
and cross sections. It will be seen that the floors are 
constructed in a somewhat similar manner to those heated 
by ovens, and are covered by iron plates. The steam 
pipes traverse about half the length of every third flue, and 
the walls of the flues are built of perforated brickwork, so 
as to allow the steam to circulate freely beneath the whole 
surface of the floors. 

A more recent method, which has become almostuniversal, 
of drying raw materials for treatment by the dry process of 
manufacture, is by passing them in a roughly-crushed 
condition through a hot, slowly-rotating drum or cylinder, 
inclined at a slight angle from the horizontal, so that the 
wet material fed in at the upper end is gradually conveyed 
by the rotation of the cylinder towards the lower end, where 
it falls out in a perfectly dry condition. These rotary 
driers, or drying drums as they are called, are usually 
heated by waste hot gases from the rotary kilns, where 
such are employed ; where vertical shaft kilns are employed, 
the heating of the drying drum has to be effected by 
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means of a separate furnace, the hot gases usually being 
led both through 
the cylinder and 
also round the out- 
side of it. Fig. 46 
shows the Ruggles 
Coles rotary dryer, 
which it will be 
observed consists 
of two drums or 
cylinders, one in- 
side the other. The 
hot gases are led 
down through the 
inner drum, and 
back through the 
space between the 
inner and outer 
drum, through 
which the material 
to be dried passes. 

Both the external 
surface of the inner 
drum and the in- 
ternal surface of 
the outer drum are 
provided with an 
arrangement of 
scoops, which, as 
the machine ro- 
tates, carry up the 
material to bedried 
and cause it to be 
continually cascad- 
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ing, and thus exposed in the greatest degree possible to 
the hot gases passing through the cylinder. 

It may be mentioned here that a wet thick slurry method 
of blending the raw materials, applicable to limestone and 
clay, or limestone and shale, has recently been adopted in 
two or three instances, with, so far as can be judged from 
personal inspection, highly satisfactory results. The 
method consists briefly of primary reduction by means of 
ordinary Blake crushers, described on page 121, secondary 
reduction to coarse grit, either by means of an edge- 
runner mill with perforated pan, or of a wet ball mill, and 
final reduction by means of a wet tube mill. The author 
has recently had an opportunity of inspecting three of 
these thick slurry plants, two of which were working 
with Lias limestone and shale, and one with carboniferous 
limestone and shaly clay. In the last-mentioned plant 
ordinary ball mills were used for secondary reduction. In 
one of the Lias plants, the damp material, after passing 
through the crusher, was fed into an edge-runner mill with 
a perforated pan, which was found to effectually reduce 
the material to a suitable size for feeding into the wet 
tube mill, with water, for final reduction, the resulting 
thick slurry containing about 35 per cent, water. In the 
other plant working on blue Lias materials, the damp 
limestone and shale, after passing through the crusher, was 
fed into a wet ball mill of the special type shown in fig. 
47, for secondary reduction before passing to the tube 
mill. As will be seen from the illustration, this ball mill 
runs on two pairs of rim rollers, and more closely resembles 
a very short tube mill than the ball mill proper, as 
described on page 149. The materials to be reduced are 
fed in at one end, and pass out at the other, a coarse sieve 
being placed in front of the discharge end, as shown, to 
retain any insufficiently reduced particles. 
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The advocates of this wet thick slurry method of manu- 
facture with limestone and clay, claim that not only does 
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it facilitate a more thorough blending of the raw materials, 
but also that it is economical, inasmuch as it obviates the 
necessity of first drying the stone and clay before grinding. 
This method is, however, chiefly adapted for use with the 
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more recently introduced rotary kiln, and the author is 
not aware of its having been adopted with intermittent 
chamber kilns ; with continuous shaft kilns, of course, the 
dry process would be more suitable, since the cost of 
drying the wet slurry, before making it into bricks, would 
render the system prohibitive. 

Referring again to the dry process of manufacture, 
in dealing with materials which do not contain much 
moisture, such as Lias stones and shales, it is usual to feed 
them into the crushers in the correct proportions, whence 
they pass to the drying drums, and then to the grinding 
machinery direct; but where a wet clay is used in conjunc- 
tion with a comparatively dry limestone, this is impractic- 
able, and the two materials have to be crushed and dried 
separately, the stone being passed through crushers, and 
the clay through rollers, to roughly reduce them for drying 
purposes. In such cases it is usual to provide a separate 
drying drum for each of the materials, which on leaving the 
drying drums, are led to separate storage hoppers ; auto- 
matic and adjustable weighing machines are provided at 
the mouth of each hopper, by which means the proportions 
of dry stone and clay fed to the grinding mills can be con- 
trolled with proper accuracy. From the point of view of 
the chemist in charge of the manufacture, this method has 
much to recommend it, since, the materials being dry, 
there is not a varying amount of water to be allowed for, 
as is necessarily the case during variable weather, when 
the proportions are controlled at the crushers with the 
materials in a wet condition. Where limestone and clay 
have to be dried separately, it is sometimes arranged to 
use the same drying drum for both, working on each 
material for alternate periods^ a recent instance came 
under the author’s notice, in which the dryer ran with the 
limestone only during the day, and clay only during 
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the night, with apparently perfectly satisfactory results, 
and of course economy in the first cost of plant. 

The materials being in a properly dry condition, the next 
step is to grind and mix them ; and, as in the wet process, 
the quality of the resulting cement largely depends upon 
the thoroughness and completeness with which they are 
ground and amalgamated. 

The degree of comminution necessary depends largely 
upon the chemical composition of the raw materials. It is 
obvious that, in order to produce proper chemical combina- 
tion upon burning, a limestone containing little or no clay, 
and a clay containing traces only of carbonate of lime, will 
require to be ground very much finer than a limestone con- 
taining, say, 15-20 per cent, clay, and a clay or shale con- 
taining 40-50 per cent, of carbonate of lime. It is there- 
fore a very common error to suppose that a pure limestone 
and pure clay are more valuable for cement - making 
purposes than the impure varieties, since in the latter case 
the mixture has already been partially accomplished by 
Dame Nature. 

As in the wet process, most manufacturers, in order to 
ensure the thorough amalgamation of the raw materials and 
uniform composition of the compo, pass the powder, after 
it leaves the grinding mills, into large mixing hoppers of 
special design, in which the material is thoroughly mixed 
and rendered uniform before being passed to the damping 
and brick-making machinery. There should be at least 
two of these hoppers, according to the capacity of the 
works, so that the contents of one may be tested and 
adjusted, while the other is being filled. 

Fig. 48 gives a sectional illustration of an ingenious con- 
tinuous mechanical arrangement for this purpose, designed 
and patented by Mr William Gilbert. The material coming 
from the grinding mills by the conveyor / falls into the 
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by /, each of the five ported rolls a at the same time deliver 
10 tons per hour from the mixing chamber so that into 
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the well c there is continually falling one part of fresh meal 
and five parts of mixed material from the mixing chamber b. 
At the bottom of the mixing-well c is a. conveyor^ leading 
to the elevator /i, whence the material falls into the 
conveyor k ; b being always kept full, it follows that lO 
tons per hour of thoroughly averaged material passes along 
the conveyor k to the storage silos. 

The grinding machinery used for reducing the raw 
materials is practically the same as that already described 
for grinding cement clinker, the primary reduction being 
effected by the usual Blake or similar crusher, and the 
final pulverisation being accomplished by ball and tube 
mills or other convenient machinery. When tube mills are 
used, it is not necessary to sift the ground material before 
passing it on to the pug-mills, the fineness of the powder 
generally being sufficiently assured ; but with edge-runner 
mills and others of a similar nature, sieves of course are 
necessary, as these mills depend largely on their sieves to 
ensure proper reduction. When sufficiently ground, the 
powder passes by a shoot into the trough of a horizontal 
pug-mill or mixer, where it is thoroughly mixed, and beaten 
up with just sufficient water to enable it to be made into 
bricks. This mixer consists of a semicircular trough about 
15 feet long and 18 inches in diameter, according to the 
amount of material it has to deal with, through which runs 
a shaft fitted throughout its whole length with a series of 
blades set at an angle, similar to those of a screw propeller, 
which mix the powder and carry it forward to the discharge 
outlet, where it is taken up by the brick machine and made 
into bricks. These bricks are then conveyed to the drying 
floors, and thoroughly dried before being loaded into the 
kiln for calcination. 

At some works, instead of pressing the compo into 
bricks, it is cut off as it leaves the pug-mill into irregular 
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lumps, which are dried and loaded into the kiln in the 
usual way, the contention being that these irregular lumps, 
being more porous than the tightly-pressed bricks, are con- 
sequently more thoroughly and evenly burned. Personal 
experience suggests that the heat has greater difficulty in 
penetrating the dense compact mass of a pressed brick 
than the more porous irregular lump, and therefore the 
mass is more liable to be insufficiently calcined in the 
centre with the former than with the latter method. 

The drying of the bricks or compo before loading into 
the kilns is effected in a variety of ways, according to the 
circumstances of the case ; sometimes by means of the waste 
heat from the kilns, sometimes by exhaust steam, and some- 
times by special furnaces. There is, of course, considerably 
less water to be evaporated in the damp bricks or compo 
than in the fluid slurry of the semi-wet process of manu- 
facture, and therefore much less heat is required for drying 
a given volume of raw material. At some v/orks the waste 
heat from the kilns is utilised for drying both the wet clay 
and also the compo bricks. In such cases the brick or 
compo drying floor is arranged at the level of the top of 
the kiln, as with the Johnson chamber, and the clay drying 
floor beneath, so that the hot gases are first led under or 
through the upper drying floor, and then down through 
flues to the clay drying floor beneath ; thus the whole of 
their heat is utilised before they are allowed to escape 
by the chimney. It is hardly necessary to add that, to 
enable this to be carried out efficiently, a very strong 
draught is required to draw the gases through at sufficient 
velocity. 

At one works, which the author recently had the oppor- 
tunity of inspecting, the bricks were pressed fairly dry, and 
loaded into chambers built around the dome of an ordinary 
bottle kiln, so that the only heat available for drying 
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purposes was that radiating from the brickwork of the 
dome, which seemed quite sufficient for the purpose, and 
saved the expense of constructing the usual kiln chamber 
of the Johnson type. 

Where the bricks are dried by waste heat from the 
kilns, by means of flues leading under the drying floors, 
it is generally found that one drying floor will dry sufficient 
material for two or three kilns, the waste heat passing 
from the kiln being sufficient to dry the bricks in a couple 
of days. When working on this principle, it is usual to 
construct the kilns with an open dome similar to fig. 13, 
but with flues leading out from the side to the drying 
floor. Both dome and flues are fitted with dampers, so 
that the kiln is allowed to burn as an ordinary open kiln 
until the fire gets through the mass, when the dome 
damper is shut down, the flue dampers opened, and the 
hot gases made to pass under the drying floor to the 
chimney beyond. Owing to the small amount of drying 
required by the bricks or compo, a drying floor of one kiln 
capacity can be stripped three times a week, and thus 
made to serve three kilns. 

One firm of machinery manufacturers supply a brick 
machine, which they claim will dry-press the bricks with 
such a small amount of water, that they are ready for 
loading into the kiln immediately, without further drying. 
If such a process should prove to be practicable, it would 
be very economical, both as regards labour and fuel for 
drying purposes, though there is the objection previously 
mentioned with regard to the proper calcination of such 
densely-pressed bricks ; it seems that to press them with 
such a small amount of water as to be dry enough for 
immediate calcination, they must necessarily be so ex- 
tremely dense and compact, that they would not burn 
satisfactorily under ordinary conditions of calcination. In 
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confirmation of this view, the author was recently told by 
a Colonial cement manufacturer, that he had experienced 
considerable trouble in trying to work on these lines, and 
had come to the conclusion that his materials, i.e. limestone 
and clay, which produced a good damp-pressed brick, 
were not suitable for treatment as such extremely dry- 
pressed bricks. 

Although it is usual to press the damp compo into 
bricks immediately it leaves the trough or pug-mill, the 
author has met with two instances, one in England and 
one on the Continent, where it was the custom to store 
the damp compo for a few hours before pressing into 
bricks ; it was found that by so doing, the damp powder 
produced a firmer and less friable brick, that had con- 
siderably less tendency to dust and crumble when loaded 
into the kiln. The explanation probably is, that by giving 
the clay-material in the compo time to “ weather,” and 
more completely absorb the water, it became more plastic, 
and thus cohered better on pressing; the author was 
assured that the slight extra labour involved was thoroughly 
repaid by the extra toughness of the brick, which was 
consequently much more easily handled for loading into 
the kiln. 

The burning and grinding of the mixed material in the 
dry process of manufacture is the same as in the wet 
processes, and therefore a detailed description of it would 
be mere recapitulation. It has been found, however, that 
the clinker produced by the former process is considerably 
denser and more difficult of reduction than that produced 
by the latter process, the result being that some of the 
edge-runner and other patent mills, which had met with 
a fair amount of success in the Thames and Medway 
districts, were not equally successful in treating the clinker 
produced from the Lias formations. This remark applies 
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more especially to the less modern chamber kiln product ; 
with the more recent rotary kiln clinker, there is probably 
not very much difference between them, suggesting that 
the difficulty above mentioned arose more from its being 
harder burned than from any inherent difference in raw 
materials. 

Before leaving the subject of the dry process of manu- 
facture, the following brief description of one of the dry 
process installations, recently designed and carried out by 
the author in conjunction with his partner in such matters, 
Mr William Gilbert, as consulting engineers, may be of 
interest. To facilitate the description, a plan of the works, 
on a reduced scale, is given in Plate IV. (fig. 49). 

The raw materials in this instance consist of limestone 
and shale of the well-known lower Lias formation, the car- 
bonate of lime in the limestone varying from about 72 to 
85 per cent., and in the shale from about 30 to 50 per cent. 
The stone and shale as it comes from the quarry, in pieces 
of about a foot square, is dumped in the proper proportions 
into a large gyratory crusher A, which reduces it to pieces 
of about 2 to 3 inches diameter ; after passing the gyratory 
crusher, the material is still further reduced to about 
|-inch diameter by means of a pair of powerful crushing 
rolls, whence it falls into a hopper containing rather more 
than sufficient for the night’s supply, since the quarry and 
crushing plant is only run during the daytime. From this 
hopper the material is fed out on to an inclined band B, 
into the rotary dryer C, which is heated by waste hot gases 
from the kilns. The dried stone is then passed to the ball 
and tube mills D and E, which reduce it to the requisite 
fineness, and by means of the conveyor F and elevator G, 
the powdered material is passed to the mixing and storage 
silos H. These silos are built of ferro-con Crete with 
hopper-shaped bottoms, and are so constructed that by 

N 



178 Portland Cement Manufacture 

means of screw conveyors at the apex of each hopper, the 
contents of two or more hoppers can be led to the main 
conveyor and elevator, leading to the kilns. The two 
kilns J, J are lOO feet long by 6 feet internal diameter, 
with rotary coolers arranged underneath on the return 
principle, whence the clinker falls out, to be conveyed to 
the elevator K, leading to the clinker storage hopper L, 
which contains sufficient material to supply the grinding 
mills for forty-eight hours. The clinker grinding machinery 
consists of a heavy grit mill or preliminary steel ball tube 
mill, similar to that shown in fig. 37 for primary reduction, 
followed by final treatment in a tube mill with smaller 
balls; from the tube mill the finished cement is conveyed 
by spiral conveyors and elevators to the conveyor dis- 
charging into the cement silos M, M, M. These silos are 
also built of ferro-concrete, and are circular in'shape, with 
funnel-shaped bottoms and inverted funnel-shaped roofs, 
each silo having a capacity of 1 500 tons of cement. The 
cement is drawn out at the bottom by means of conveyors, 
and conducted to the elevators leading to the small hopper 
over the automatic sack-filling apparatus in the packing 
shed N, whence the filled sacks can be either loaded into 
barges on the canal P, or into the railway trucks on the 
siding R, as may be desired. 

As stated in a previous chapter, fuel supply is one of 
the most important items on a cement works, and therefore 
considerable attention has been given to this essential 
matter. As will be seen from the plan, separate sidings are 
arranged for boiler fuel and for kiln coal ; the former siding, 
owing to difference in levels, is carried on a gantry about 
6 feet above the ground, facilitating unloading the coal 
direct from the truck, either to the stoke hole or to the 
coal store on the opposite side of the gantry. For dealing 
with the kiln coal, a large hopper is arranged under the 
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siding, into which the coal can be tipped, a truck at a time, 
or if the hopper is full, it can be unloaded into the store 
alongside ; from the hopper, an elevator and conveyor 
takes the coal to the coal drying and grinding shop, where 
it is dried by a rotary dryer, and ground to the requisite 
fineness by a small steel ball tube mill, the powdered coal 
being conveyed to the coal feed hopper over the kiln. The 
power plant consists of two steam engines of 540 and 120 
B.H.?. respectively, the steam for which is provided by 
three water tube boilers. The water supply being some- 
what hard, a water-softening plant is provided alongside 
the boiler house. 

With rotary dryers dealing with this class of material, 
the dust resulting therefrom is a matter requiring special 
consideration, since, if the hot gases, after passing through 
the dryer, were allowed to escape direct into the atmo-. 
sphere, the dust accompanying them would constitute a 
serious nuisance to the immediate neighbourhood ; there- 
fore a dust filter is placed between the drying drum and 
the chimney shaft, which traps the dust, and prevents it 
being discharged into the atmosphere. 

The foregoing brief description gives some idea of a 
modern cement plant, from which it will be seen that, by 
modern methods, the whole process of manufacture can be 
carried out by mechanical labour-saving devices ; the raw 
material is fed in at one end, and is not again touched by 
hand till it emerges as finished cement, ready filled into 
the sacks, for despatch to the consumer. 
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THE TESTING 
OF PORTLAND CEMENT 

CHAPTER I 

INTRODUCTORY 

The object of testing cement is to ascertain its value as 
a constructive material, and also to determine, as far as 
possible, the characteristics which it may be expected to 
develop in practical use. This is, of course, chiefly the 
object of testing from the user’s and scientific point of 
view ; the manufacturer, while he is doubtless interested 
in the characteristics ultimately developed by his cement, 
is generally satisfied if it is equal in quality to the tests 
demanded of it by the specification of the user. The tests 
which are generally carried out to ascertain the quality of 
cement are the following: — 

1. Soundness, i.e. freedom from destructive agencies 
within itself, or, as it is generally termed, “ blowing.” 

2. Fineness of grinding. 

3. Strength, cohesive and adhesive. 

4. Setting properties. 

5. Weight or specific gravity. 

6. Chemical composition. 

7. Purity, i.e. freedom from adulteration. 

The above tests, carefully carried out, enable a fairly 
accurate opinion to be formed as to the future behaviour 
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of a sample. It would be as well, however, to point out 
that a totally erroneous conclusion may be arrived at by 
placing too much reliance on any one test by itself, such, 
for instance, as the tensile strength at seven days only, 
without at the same time carefully examining the other 
properties of the sample. Judging from remarks that are 
commonly heard on the subject, the opinion seems to be 
very prevalent among the less well informed, that if a 
sample, when gauged neat, develops a good tensile strain 
at seven days, there is nothing more to be desired ; whereas 
it sometimes happens, that a sample which, viewed from 
that standpoint alone, is perfectly satisfactory, shows 
marked signs of disintegration at the end of a month or 
so, and proves finally to be utterly worthless. Moreover, 
the seven days’ test by itself, in common with .other tests 
at the one date only, gives no indication as to whether the 
cement will increase in strength with age, as all good 
cement should, or whether it practically attains its greatest 
strength at that date. It is therefore important to ascertain 
the strength developed at two dates at least, by which 
means an opinion can be formed of its power of growing 
or increasing ; for it is very evident that a sample which 
attains a moderate strength at the earlier date, and 
practically goes on increasing indefinitely, is more valuable 
for most kinds of constructive work, than one which attains 
a comparatively high strength at the earlier date, and then 
ceases to increase, and possibly shows a falling off. 

A great many users look askance at a high tensile 
strain at short dates, as indicating an overlimed cement, or 
at all events, one that is so fully limed as to contain an 
element of danger; although this opinion is to a certain 
degree well founded, it by no means always follows that 
such is the case, more particularly with the better material 
obtained by improved modern methods of manufacture. 
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On the other hand, it is by no means safe to assume, as 
some users do, that a moderate tensile strain at seven days 
is an indication of soundness, or a moderate amount of 
lime, for cases frequently occur in which a moderate or 
low tensile strain is unmistakably due to incipient disin- 
tegration. In such cases, of course, it is only by taking 
the soundness of the sample in conjunction with the other 
tests, that a true opinion can be formed of its quality, and 
the matter is only mentioned with the view of demonstrating 
how entirely erroneous may be the conclusions derived from 
a single isolated test. 

The manner in which the sample is taken for testing 
purposes, is a point which does not always receive the 
consideration it deserves. To obtain a good average 
sample of any particular shipment or delivery, it is scarcely 
sufficient to take the whole or part of only one sack or 
barrel, as representing the whole of the bulk, as that 
particular sack or barrel may contain portions of slightly 
damaged cement, and therefore scarcely be up to the 
average; or, on the other hand, it may be rather better 
than the remainder. It is much more satisfactory to take 
a sample from at least ten or twelve sacks, say from every 
100 tons, and thoroughly mix the samples thus obtained; 
it is also advisable to take the sample from well down 
into the heart of the sack or barrel, and not from the 
mouth or surface, where it may have become slightly air- 
set or damaged by damp ; with this object in view it is 
sometimes stipulated that the sample shall be taken by 
boring with an augur into the side of the sack or barrel. 

It is perhaps hardly necessary to add, that the bag or 
box in which the sample is placed, should be perfectly 
clean and free from any extraneous matter. Inattention 
to this obvious detail once caused a considerable amount 
of unnecessary trouble, and very nearly led to the cement 
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under examination being condemned. When the sample 
in question was made up into pats and briquettes for test- 
ing in the ordinary way, it was found that circular stains 
or blotches, about \ inch in diameter, of a reddish-brown 
colour, gradually formed on the surface of the cement, an 
hour or two after gauging; in the section of the week-old 
briquettes, soft areas were also found, apparently emanat- 
ing from the same cause, and owing to these soft places, 
the tensile strain developed was very inferior, while pats 
examined for soundness showed decided signs of expan- 
sion. In sifting the sample in the ordinary way, to 
ascertain its fineness, one or two crystals were noticed 
among the coarse particles, which, on being cleansed from 
the dust adhering to them, proved to be nothing more nor 
less than grains of ordinary crystallised sugar, and on 
examination of the bag in which the sample arrived, 
similar crystals were found adhering to the interior of it. 
Evidently the sample had been put into an old sugar sack 
that had not been properly cleaned, and some of the particles 
of sugar becoming detached during the railway journey, 
mingled with the cement, and thus caused the peculiarities 
before mentioned. It is well known that a solution of 
sugar has a very deleterious effect upon cement, and that 
it was responsible for the mischief in this instance was 
proved by adding two or three of the grains found in the 
faulty sample to another cement, with exactly similar 
effects ; as a further proof, a fresh sample of the original 
cement, forwarded in a clean sack, gave perfectly satis- 
factory results. 

The author has more than once received a sample of 
cement for testing purposes, packed in a box with hay or 
straw, the latter being used to fill up the unoccupied space, 
with the result that the hay and cement became well mixed 
during transit, and the latter had to be carefully sifted out ; 
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the presence of various seeds, owing to the use of empty 
seed bags, is likewise not at all an uncommon occurrence. 
Instances of inefficient and careless packing might be 
multiplied indefinitely, but mention may perhaps be 
allowed of one particular case, in which samples of paint 
for analysis, and cement for testing purposes, were sent in 
the same box. The cement was in canvas bags, and the 
paint in tins, the cement bags being laid on the tins, with 
a small sprinkling of hay packing between ; the tins, 
however, were without lids, and merely tied down with 
thin paper, the result being that, with the usual careful 
handling for which railway carmen and employees are 
notorious, paint and cement arrived in a very “mixed" 
condition. 

The best receptacle for a sample, either for transport 
purposes or for preservation, is a stout, paper-lined, wooden 
box, tightly screwed or nailed down, or an empty biscuit 
tin with a closely fitting lid ; as an extra precaution for 
long distances, the latter might be soldered down, and 
thus rendered air-tight and absolutely damp-proof. 

The exact manner in which the tests mentioned at the 
commencement of the chapter are applied, is a matter which 
often gives rise to considerable discrepancies, each cement 
user having his own ideas on the subject, and naturally 
insisting on their being carried out. In the following 
pages it is proposed to discuss the methods most generally 
used for testing cement, together with some description of 
the machines and apparatus employed for that purpose. 



CHAPTER II 
SOUNDNESS 

The soundness of a cement is the most important feature 
to be determined in testing a sample, and it should always 
be first examined in that direction ; it is very evident that, 
no matter what other excellent qualities a cement may 
possess, such as being very finely ground, or developing a 
high degree of strength at comparatively short dates, if it 
eventually expands or disintegrates, it is at once converted 
into a destructive agent, instead of being a constructive 
material. 

The unsoundness of cement is generally due to one of 
two principal causes, viz. either to overliming or to under- 
burning, both giving rise to what, for want of a better term, 
may be called “free lime,” which expands on hydration 
and causes disintegration. In the first instance, the cement 
contains more lime than can chemically combine with the 
other ingredients, even after proper calcination ; in the 
second case, although it contains the normal proportion of 
lime, it has not been subjected to a sufficiently high tem- 
perature to enable that lime to combine properly with 
the other constituents. Of these two forms of unsound- 
ness, by far the more insidious and deadly is that due 
to overliming ; a cement that is overlimed is very often 
thoroughly burned, and therefore, being difficult of re- 
duction by the grinding machinery, the coarser particles 
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contain the germs of destruction, which may not develop 
for weeks, or even months, after the cement has been placed 
in work. With an underburned cement, on the other 
hand, the clinker is soft and easily reduced to a fine powder, 
and by this means the uncombined lime is more freely 
exposed to the moisture in the atmosphere, and thus more 
readily slakes and purges itself of its dangerous property. 
Moreover, a cement that contains free lime from under- 
burning, “ blows ” in a distinctly different manner from one 
which is well burned but overlimed. The underburned 
cement, if mixed with water before it has become sufficiently 
aerated to slake off the “free” lime by exposure to the air, 
simply expands in the same rapid manner that a cement 
containing a small admixture of quicklime would do, 
owing to j:he rapid hydration of the uncombined lime in 
its composition. The damage is generally but slight, and 
has often run its course in a day or two. With a cement 
that is overlimed and well burned, on the other hand, 
although the finer particles may have been sufficiently 
matured for the “ free” lime to have become hydrated, and 
therefore harmless, the coarser particles, or grit, which 
contain the destructive properties/ are less readily attacked 
by the water, and these particles subsequently expanding 
and disintegrating, cause the mass itself to expand, and 
sometimes crumble to pieces. 

An example of each of the above kinds of “blow” once 
came under the author’s notice at a cement works where 
additional kilns were being erected. In putting in the 
concrete of a retaining wall, the workmen inadvertently 
got hold of some of the underburned dust, which had been 
thrown out from an adjacent kiln, which they mixed in 
with the rest of the concrete. The next morning the face 
of the work showed decided cracks and signs of expansion. 
These cracks, however, developed no further after the first 
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two days, showing that the hydration of the “ free lime ” 
was completed within that period. In the other instance, 
where the cement used was evidently overlimed, the cracks 
did not show for about three weeks, and then gradually 
got worse and worse, till in about four months’ time the 
work had disintegrated entirely. 

The original method of testing cement in this particular, 
was to make a thin pat with tapering edges, and place it 
in water as soon as set. If at the end of a week, or other 
given period, it developed no cracks or alteration from its 
original form, it was considered sound. From personal 
experience this method is not by any means reliable, as 
more than one instance has occurred in which pats thus 
treated have been perfectly satisfactory when examined at 
the expiration of seven days, and yet, at the expiration of 
a longer period, both pats and briquettes have been found 
to exhibit signs of expansion. Care must be taken, how- 
ever, to make sure that the pat is set hard before being 
plunged in water, as almost all slow-setting cements, if 
immersed when half set, will, within a few hours, crack or 
fly on the surface during completion of setting, and fre- 
quently lift from the glass plate. Sometimes, as a further 
test, similar pats are left in air and others plunged into 
water immediately after gauging. Although, if the cement 
is in the least unsound, the.se “ plunged ” pats will be the 
first to develop cracks, it does not by any means follow, 
if cracks do occur, that the cement is therefore un- 
sound ; instances have recently come under the author’s 
notice, in which plunged pats developed surface cracks 
within a few hours of gauging, and yet the cement satis- 
factorily withstood the most drastic hot-water tests, even 
boiling. In this case it seems to be a surface cracking 
only, due to some peculiar effect of the water on the skin 
of the cement during the setting process, since the cracks 
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do not penetrate more than J inch or so below the surface. 
Some 2-inch cubes composed of neat cement, and also of 
3 to I sand cement mortar, plunged immediately, did not 
even develop surface cracks, indicating that these defects 
would not occur in practice with a large bulk of concrete 
under water. 

Although more drastic tests are now very commonly 
adopted, the author is still of opinion that the most reliable 
method of detecting real unsoundness, is that brought 
out some thirty years ago by the late Henry Faija, and 
commonly known as the “Faija” test for soundness. It 
consists in subjecting a freshly gauged pat to a moist heat 
of 105" to 1 10" F. for six or seven hours, or until thoroughly 
set, and then immersing it in warm water at a temperature 
of 115° to 120'" F. for the remainder of the twenty-four 
hours, ^y this means an artificial age is imparted to the 
cement, and any vicious qualities which it may possess are 
quickly brought to notice. A sketch of the apparatus used 
for this purpose is shown in fig. 50. It consists of a 
covered vessel in which water is maintained at an even 
temperature of from US'" to 120° F. It will be seen that 
the space between the two vessels is filled with water, 
which acts as a kind of protective jacket and assists in 
equalising the temperature of the inner vessel ; the latter 
being filled with water only to the height shown, the space 
above the water is consequently full of the vapour arising 
therefrom, and is at the required temperature of 105® to 
no'’ F. Immediately a pat is gauged, it is placed over 
the water, on the rack provided for that purpose, in the 
upper part of the vessel, where it is left for five or six hours 
until thoroughly set, at the end of which period it is placed 
bodily in the warm water. A pat made in the morning, 
and placed in the warm vapour at once, may be plunged 
in the water towards the end of the afternoon, and the 
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next morning an opinion can be formed of the soundness 
of the sample. The author has had a long experience of 
this apparatus, having first used it in the laboratory of the 
inventor for seven or eight years, subsequently at cement 
works, and later in his present practice, and he has always 
found it perfectly reliable. If a pat treated therein at 



the prescribed temperatures shows no signs of cracking or 
blowing at the end of the twenty-four hours, and adheres 
firmly to the glass plate on which it was made, the cement 
may be used with perfect confidence; it will never “blow.” 
If, on the other hand, the pat shows slight cracks, or 
blisters badly on the under surface next the glass, it is a 
danger signal, so to speak, which should not be disregarded. 
But before condemning the cement off-hand, it is as well to 
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ascertain if these signs of unsoundness are due to the really 
bad quality of the sample, or merely to its being too fresh 
or hot, consequent on having been recently ground. For 
this purpose it is necessary to spread the sample out in a 
thin layer for a day or two in a cool dry place, and then 
try it again. If on the second trial the obnoxious char- 
acteristics hitherto developed have disappeared, it may 
be safely assumed that the cement was merely too fresh, 
and will be safe to use after judicious aeration and 
maturing. 

Particular care must be taken that the specified degrees 
of temperature are closely adhered to, as if the temperature 
of the water falls much below 115'’ F., a faulty cement 
very often goes undetected, whereas if it is allowed to rise 
much above 120^" F.,a cement may be condemned that will 
give perfectly satisfactory results in practice. To guard 
against the latter contingency, a maximum thermometer 
is placed in the bath before leaving for the night, so that 
any excessive temperature may be recorded. Where gas 
is iLsed as a heating agent, especially in large towns, it will 
generally be found that the pressure increases, and conse- 
quently the temperature rises, about ten o’clock at night, 
i.e. when shops are being closed and the consumption is 
reduced. 

The following may be cited as an instance of the 
importance of the proper temperature being maintained. 
A cement sent to the author’s testing room for examination 
and report in the 'Ordinary way, had, according to the 
terms of the specification, to withstand a temperature of 
90° to 100° F. without showing cracks or signs of deteriora- 
tion ; submitted to that temperature, the pats were perfectly 
satisfactory, but when subjected to the temperature of the 
“ Faija ” test, viz. 1 15'' to 120°, the cement showed decided 
signs of expansion. This cement developed a good tensile 
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strain at seven days, and the ordinary cold-water pats 
were perfectly satisfactory, yet at the expiration of twenty- 
eight days, the briquettes had decreased in strength, and 
showed distinct cracks and signs of incipient expansion, 
while at the end of three months they had disintegrated 
altogether. Suspecting at the time some such result from 
the indications of the “Faija” test, the precaution was 
taken of spreading out some of the cement to aerate for a 
day or two, until the unsatisfactory indications previously 
noticed were no longer developed, and then having a 
further set of briquettes made from it for the twenty-eight 
days’ test. These briquettes were perfectly sound at that 
date, and the tensile strain showed a good increase over 
that developed at the seven days. This example demon- 
strates the importance of adhering carefully to the requisite 
temperatures, and also shows the value of cooling or matur- 
ing cement before use. 

Another advantage, by no means inconsiderable, of the 
“ Faija ” test, is that it takes only twenty-four hours to 
determine whether a given sample is sound and fit for use; 
whereas the ordinary cold-pat method takes at least a 
week, and even then is not always conclusive. In fact, 
speaking broadly, if a cement is well ground, and will 
satisfy the requirements of the “ Faija ” warm- water test, 
it is almost invariably good enough for any constructive 
purposes. An American correspondent, writing to the 
author a few years ago, assured him that, as a rough 
method of testing cement, where expensive testing machines 
and plant were not available, he invariably used the “ Faija ” 
test in conjunction with the fineness, and always found the 
results satisfactory. 

The hot-water test of M. Deval (introduced at a later 
date), consists of treating pats of cement that have been 
left in the air as usual for twenty-four hours, in a hot- 
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water bath at a temperature of 80® C. (176® F.) for six 
days or longer, after which treatment they are to show 
no cracks or signs of expansion. This test has also been 
elaborated as a means of determining, within a few days, 
the tensile strength which a cement will develop in cold 
water under ordinary conditions at longer periods. After 
one day in air and three days in the hot bath, the tensile 
strain developed is required to be equal to that attained 
in seven days when immersed in ordinary cold water in 
the usual manner of testing; and, similarly, after one day 
in air and six days in the hot bath, the sample is required 
to develop the same strength that it would in the ordinary 
way after one day in air and twenty-seven days in cold 
water. Since many cements which failed to pass this test 
have, to his knowledge, given perfectly satisfactory results 
in practicalVork, the author is of opinion that it is need- 
lesslj/ severe. It should, in fact, be made use of in a 
negative sense only, i,e. if a cement does not show any 
cracks or signs of expansion when subjected thereto, it 
may be safely concluded that it will not develop any signs 
of disintegration under the ordinary conditions of practical 
use ; but, on the other hand, there* is no logical reason 
for condemning a cement, merely because it will not bear 
immersion in water of a temperature of 176° F. within 
twenty-four hours of gauging. When assisting Faija in his 
experiments some thirty years ago, as to the most suitable 
temperature to use with his apparatus, it was found that 
the range previously hientioned, viz. 115° F. to 120° F., 
gave the most reliable results. It may be mentioned that 
this apparatus was really founded upon a patent (No. 875, 
of 1881) for accelerating the hardening of purpose-made 
concrete goods, with the view of reducing the number of 
moulds and the necessary stock required by the manu- 
facturer of such goods. It was found that by the judicious 
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application first of a moist heat, and subsequently of a warm 
bath, the concrete attained the strength of several weeks in 
a few days ; one or two cements were found to give un- 
satisfactory results in this process, and by observation it 
was found that those cements which failed under the warm- 
bath treatment, afterwards showed cracks and signs of 
deterioration when treated in the ordinary way in cold 
water, though sometimes it was weeks, or even months, 
before such indications developed sufficiently to become 
noticeable. These observations led the inventor to make 
further experiments on the subject, and the outcome of a 
series of careful experiments resulted in the apparatus now 
known as the “ Faija” apparatus for soundness. In 1891, 
when the merits of the Deval test were somewhat loudly 
boomed by the technical press, Faija carried out an ex- 
tensive series of experiments as to the comparative merits 
of his own process, and that of M. Deval, as regards the 
tensile strength of cement, artificially developed by means 
of a warm bath. The results showed that there was very 
little difference between the two, viz. that a temperature of 
115° to 120° F. imparted an artificial age to the briquette 
equally well as a temperature of 176° F., while the former 
process tended less to condemn a really good and serviceable 
cement. 

Several modifications of the Deval test have been 
brought forward during the last few years, most of which 
are based on a temperature of 212'' F., or boiling point, 
instead of 176'’ F. The most popular from the user’s point 
of view, probably because it is the easiest of application, is 
to make a pat about 4 inches in diameter and J inch thick, 
tapering to nothing at the edge, and allow it to set in air 
for twenty-four hours, covered with a damp cloth ; it is then 
placed in a vessel of cold water, which is gradually heated, 
until in about half an hour it is raised to the boiling point, 
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and maintained at that temperature for about five hours, 
after which treatment the pat is to show no signs of 
cracking or deformation, and to break with a crisp ring. 
This is a very drastic test, and the user may be quite 
satisfied with the soundness of any cement which passes 
it satisfactorily, but the author would be very chary of 
condemning a cement for the sole reason that it failed to 
pass such a test. 

A still more severe test is that devised by and advocated 
by Dr Erdmenger, in which the pat is subjected to boiling 
under a pressure of forty atmospheres. Since there is con- 
siderable divergence of opinion as to the value of boiling 
as a test for soundnes.s, on the score of its being un- 
necessarily severe, the objection would apply with even 
greater force to the Erdmenger test, and it is a little 
difficult to •see what practical end can be expected from 
such a fantastic test, which is so utterly opposed to all 
working conditions. Another test of the fantastic order is 
the Heintzel ball test, in which a ball of neat cement, as 
soon as it is set hard, is placed over a Bunsen flame and 
heated to dull redness. If the ball were allowed a few 
weeks to thoroughly harden and dry out, there might be 
some value in this test as an indication of fire-resisting 
qualities, but as a test for unsoundness it appears to border 
on the absurd. 

A test for expansion or contraction, which was very 
popular a short time ago, was to fill a test tube, of about an 
inch diameter, with freshly gauged cement to within about 
an inch of the top. If, at the end of a week, the tube was 
found to be cracked, the cement was condemned as being 
unsound and developing expansion ; if, on the other hand, 
a few drops of coloured fluid, poured on the top of the 
cement, found its way down between the glass and the 
cement, the sample was considered to have contracted. 

O 2 
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This test certainly has the merit of simplicity ; but since, 
according to Ganot’s Physics, the coefficients of linear 
expansion of glass between 1° and 100° C. is 0‘000CX)86i3, 
and of wrought iron (which is the same as cement) is 
0*000012204, it is reasonable to assume that the cracking 
of the tube may be quite as frequently due to variations 
in atmospheric temperature as to any inherent fault in 
the cement ; the same remark applies to the so-called 
indications of contraction referred to above. 

All of the tests for soundness hitherto mentioned and 
described are of a qualitative nature, i.e. it is only possible 
to judge from the appearance of the pat whether the 
expansion developed is of a serious nature or not, the 
degree of expansion being entirely a matter of personal 
observation and experience. A neat and very well thought- 
out method of measuring the actual expansion or con- 
traction of cement, is that devised by Professor Bauschinger 
for testing bars 100 mm. long, and illustrated in fig. 51. A 
stout brass framework A, shaped to allow easy manipula- 
tion of the bar of cement, is arranged with two movable 
points, which fit into metal eyes set in the ends of the bar. 
One of these points (at the right-hand end, as seen in the 
diagram) is the point of a vernier micrometer B, of which 
B is the wheel, graduated round its circumference into loo 
parts, each of which corresponds to niillimetre ; and C 
is the fixed scale divided into half millimetres. The other 
point D, is a long bent lever, pivoted near the point, and 
bent upwards in a slender arm moving over a scale F, and 
kept in close contact with the bar by the spring E. The 
object of this lever arrangement is to ensure a perfectly 
accurate contact with both of the clipping points, without 
danger to the bar, if soft, or the micrometer screw, should 
the bar chance to be too hard to suffer damage in this way. 
A handle is fixed rigidly on the framework at the left hand, 



Soundness 

and a small handle on the micrometer wheel to prevent the 
graduations wearing off. 

The framework A is lightly hung from a swing arm, 
which allows free vertical movement of the framework 



weirtt^t^th^T ** counter-balanced by a heavy brass 
weight at the back end. The arm is arranged to move 

cin H top of the supporting 

’ T ^ tripod-shaped base; and is 

whole t«t bar is in the clips, the 

to th ** balanced. A thermometer is hung close 

the measuring apparatus, to add corrections whenever 
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extreme accuracy is desired, or a large range of tem- 
perature met with. The measurement is effected by 
placing the bar or prism of cement on the platform 
provided, and after carefully cleaning the eyes of any 
cement or other matter which may have accidentally 
got in, the point D is placed in the eye at that end, 
and the screw point is very carefully screwed into the 
opposite eye; the screw is stopped when the pointer D 
is exactly opposite the middle point of the scale F. It is 
very often found necessary, however, to gently wriggle both 
clips successively in the eyes, to avoid the points sticking in 
the wrong place ; the same object may also be effected by 
lifting the beam, while in the clips, off the platform, and 
gently spinning it on the points. The screw is then twisted 
again to readjust the needle D on the centre of the scale F, 
and the reading taken. The reading on the scale is easily 
converted into the actual measurements of the test prism. 
The reading on C is expressed as a whole number, say 7, 
and on the wheel as hundredths, say 48 ; then the beam 
actually measures 7*48 half millimetres, 374 millimetres, 
in addition to the standard length from the point of D to 
the point of B, when the scales are at zero, viz. 95 milli- 
metres. Thus the bar measures 95 + 374 millimetres = 
9874 millimetres. 

Carefully measured bars of cement and wood are 
supplied, with their lengths, and corrections for change of 
length due to variation in temperature, inscribed thereon, 
which are used to test the accuracy of the graduations, and 
allow for wear of the points by use. The bars never vary 
much in length from icx) millimetres, and therefore the in- 
crease or decrease in the length of a bar is expressed 
directly in percentages. 

This apparatus is also adapted for measuring the 
expansion of cement after subjection to a hot-water bath 
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of any desired temperature, and may thus, as with the here- 
after described Chatelier test, be termed a quantitative test 
for expansion, in contradistinction to the ordinary pat tests 
which are only qualitative. 





Another device for measuring expansion, is that designed 
by the well-known French scientist, M. H. Le Chatelier, 
an illustration of which is given in fig. 52. This apparatus, 
now very generally and widely known as the Le Chatelier 
test, has been adopted as the test for soundness by the 
British Standard Specification, and also by the French 
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Government, as will be seen on reference to the two 
specifications in Appendices III. and V. 

As will be seen from the illustration, which is taken from 
the British Standard Specification, the apparatus consists of 
an expansion ring, or vertically split cylinder of thin metal, 
usually of spring brass, 30 millimetres deep and 30 milli- 
metres diameter, and | millimetre thick, which acts as 
the mould for the cement, and the ends of which butt 
closely together. Close to each side of the split are 
soldered two horizontal brass needles, parallel with each 
other, 150 millimetres in length, i.e> the pointed ends 
of which are 165 millimetres from the centre of the mould. 
If there is any expansion in the cement, the metal ring 
is forced open, and the ends of the needles serve as 
indicators to show, in an exaggerated form, the opening 
of the ring. The test is performed by placing the ring 
mould on a slab of glass, and filling it with neat cement, 
gauged in the ordinary way; it is then covered with 
another slip of glass, and the whole apparatus immersed 
in water of normal temperature for twenty- four hours. 
The distance between the points of the wire arms is then 
measured, and the mould containing the cement is placed 
in cold water, which is brought to boiling point in about 
half an hour, and maintained at that temperature for six 
hours. After being allowed to cool, the measurement 
between the points is again taken, and the increase in 
distance is taken as the expansion. According to the 
latest revised British Standard Specification, the expansion 
must not exceed 10 millimetres after the cement has been 
allowed to aerate for twenty-four hours before testing, or 
5 millimetres after seven days’ aeration. In the French 
Government Specification, differentiation is made between 
cement to be used in sea-water and cement otherwise 
employed ; for the latter 10 millimetres’ expansion is 
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allowed by the Le Chatelier test, but in the former only 
5 millimetres is permitted, although no mention is made 
in either case of any allowance for aeration, as in the 
British Standard Specification. 

The adoption of the Le Chatelier test by the British 
Engineering Standards Committee, as the standard test 
for soundness, and the issue of the first standard specifica- 
tion in 1904 embodying that test, aroused a considerable 
amount of opposition amongst those interested in the 
English cement industry. It was contended, with some 
show of reason, that such a test was unnecessarily severe, 
and imposed a burden upon the manufacturer that he 
ought not to be called upon to bear, since it has yet to be 
proved that, because a cement will not withstand boiling 
water after being allowed to set for only twenty-four hours 
in cold water, it would necessarily prove unsatisfactory, 
as regards expansion, in constructional work under normal 
conditions. The author has always maintained that the 
Le Chatelier test errs on the side of severity, inasmuch 
as it frequently condemns a perfectly good constructive 
material; but it cannot be denied that its enforcement 
under the British Standard Specffication has been in- 
directly responsible for a great improvement in the general 
quality of English cement. To enable his product to pass 
the Le Chatelier test, the British manufacturer has been 
compelled to give much greater care and attention to 
the details of his methods of manufacture, i.e, more 
thorough mixing of the raw material, more regular 
and even burning of the clinker, and finer grinding of 
the cement, which has resulted in an all-round improve- 
ment in the product. At the same time, so many anomalies 
are to be met with in carrying out the Le Chatelier test, 
that the results obtained by it should not be too rigidly 
interpreted in condemning a cement. For example. 



202 


Portland Cement Testing 

instances have been very frequently met with in which 
a sample gave a higher expansion after seven days’ aeration 
than after one day’s exposure to air, which, as an indication 
of unsoundness, is manifestly absurd. In a paper entitled 
“ Notes on the Le Chatelier Boiling Test for Cement,” which 
the author had the honour of reading before the Concrete 
Institute in 1909, this point was particularly referred to, 
and the following table, taken therefrom, gives a few 
instances of such an anomaly, taken from the author’s 
testing books of that period. 


Samples Tested by the Le Chatelier Boiling Test, 
AND showing Increased Expansion after Aeration. 


Sample. 

Expansion after 

24 Hours’ 
Aeration. 

Expansion after 
further 6 Days’ 
Aeration. 

Increase. 

I 

7 mm. 

12^ mm. 

5j mm. 

2 

.. 


00 

3 

2^ )> 

l\ >» 

5 » 

4 

3 

5 » 

2 » 

5 

8 „ 

15 » 

7 » 

6 

li » 

4 o 

2^ )» 

7 


7 

») 

8 

4i V 

7 j 

3 

9 

sl >> 

17 » 


10 


^ « >j 

* 4 j » 

II 

36 „ 

48 » 

12 „ 

12 

8 „ 

20J „ 

12^ ,, 


From the point of view of a test for soundness, this 
is an obvious absurdity, since it is a well-known and 
thoroughly acknowledged fact, that cement improves with 
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aeration as regards soundness ; it therefore very strongly 
suggests that the increased expansion of such samples 
upon boiling is due to causes altogether outside the 
question of soundness, as it is generally understood, i.e. 
the presence of disruptive agencies within the cement 
itself, which would eventually cause expansion under 
ordinary working conditions. 

The first and second editions of the British Standard 
Specification, published in 1904 and 1907 respectively, 
enacted that there should not be more than 12 and 10 
millimetres’ expansion respectively after twenty-four hours’ 
aeration, and not more than 6 and 5 respectively after 
seven days’ aeration. In view, possibly, of the publicity 
given to the above-mentioned anomaly in the paper 
referred tp, the word “and” was altered to “or” in the 
next edition, i.e. August 1910, so that the sample was 
accepted if it complied with the requirements either after 
twenty-four hours’ aeration or after seven days’ aeration. 

A further point, which was rather clearly brought out 
in the above-mentioned paper, was that the inability of the 
coarse particles of the cement to withstand boiling water, 
appeared to be chiefly responsible for the failure of the 
cement to pass the boiling test. Five cements of different 
origin were taken and sifted through a 180 sieve; the 
original cement, the residue remaining on the sieve, and 
also the fine material passing the sieve, were each subjected 
to the Le Chatelier test under the specified conditions, 
with the results shown on the following page. 

It will be seen that with the first three samples, the 
expansion of both the original cement and the fine powder 
passing the 180, sieve is negligible, while that of the grit 
retained on the sieve is very considerable. It might be 
mentioned that in all cases the grit was, as might be 
expected, very soft and unset after twenty-four hours in 



204 


Portland Cement Testing 


Comparison of the Expansion of Cement and its Fine 
AND Coarse Particles (as Separated by 180x180 
Sieve) under the Le Chatelier Boiling Test. 



(A 







6 

Q 

U 

Original Sample. 

Residue on i8o-Mesh 
Sieve. 

Fine Material passing 
180-Mesh Sieve. 









'a. 

ft 







S 

S 

rt 

(U 

a, 

u 

PfH 

Cold Water, 
24 Hours. 

Boiled. 

Cold Water, 
48 Hours. 

Boiled. 

Cold Water, 
24 Hours. 

Boiled. 



mm. 

mm. 

mm. 

ram. 

mm. 

mm. 



1 I 

2 

*0 

22 

0 

2 



‘ i 

4 

*0 


i 

2 





0 

25 



I 

I 

{ ... 


0 

16 





f 


0 

24i 

0 

3 


3 

1 0 

2 

0 

26 i 

i 

2^ 



1 ^ 

4 

0 

23 

0 

2 

2 




0 

23 

i 

2i 


i 

J ° 


0 


0 

3 


2 

' i 

3 

0 

22| 

0 

2j 




3i 

0 

26 

0 

2 

3 


i 0 

3i 

0 

31 J 

i 

2 



( 

43i 

7 

34i 

I 

44 

4 


' 3 

41 

7i 

34i 

r 

36 



15 



■ 9 i 

16J 

2 

5 

2 

20J 

i 3 i 

0 

boiled out 
of mould 

10 


1 

7 

22 J 

9i 

2 

34 

9 

2 


Cold water only 24 hours before boiling. 
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cold water, and therefore, after the first two experiments, 
it was allowed a further twenty-four hours in the cold 
water before being subjected to boiling; even after boiling, 
it was still more or less soft and unset, and in some cases 
had a marked tendency to boil out of the moulds, so that 
it is a little surprising that such soft unset material should 
cause the mould to expand to such a very considerable 
extent. 

Sample 4 is chiefly remarkable for the high expansion 
shown by all three — original cement, grit, and flour — 
although that of the grit is, in this case, considerably less 
than either original cement or flour. Sample No. 5 is one 
which develops a very high expansion in the preliminary 
cold water, as well as about 12 millimetres after boiling; 
the fine material, on the other hand, shows an average 
of less th*an 2 millimetres’ expansion after boiling, but 
12 millimetres in the cold water, while the grit shows 
practically nothing in cold water, and a very high ex- 
pansion after boiling. This sample strongly supports 
the theory that the grit is chiefly responsible for the 
expansion in the original cement. 

While on this point, it may be interesting to refer to 
earlier researches in 1898, from which extracts are given 
on page 212, showing that the tendency of the cement 
to develop expansion or blowing, is altogether overcome 
by extreme fine grinding ; instances are there given of 
cements which, at ordinary commercial fineness were quite 
unsound, and which A^ere rendered perfectly satisfactory in 
this respect after regrinding, so as to practically all pass 
the 1 80 sieve. 



CHAPTER III 


FINENESS 


Next in importance to the soundness of a cement, the 
author would rank the fineness to which it is ground, as 
it is very evident that the finer a sample is ground, the 
greater will be its covering power, and therefore the 
greater its value as a cementing material, to say nothing 
of the other inherent advantages of fine grinding. 

The fineness of a cement is ascertained by sifting a 
given weight through a sieve or sieves composed of brass 
wire gauze, having a given number of meshes per square 
inch. For practical purposes, it will be found sufficient to 
take 100 grammes, and after sifting until no appieciable 
further quantity can be got through, the residue is weighed, 
the weight in grammes of course representing the percent- 
age of residue retained by the sieve used. When the fine- 
ness on two or more sieves is to be ascertained, it is usual to 
sift through the finest one first, and treat the residue retained 
on each sieve through the next in point of coarseness, till 
the coarsest one is reached. This <method is 'accurate 
enough for all practical purposes, but where extreme ac- 
curacy is required, it becomes necessary to take a fresh 
quantity of cement for each sieve, as by the attrition of 
the particles one upon the other in prolonged sifting, their 
diameter is slightly reduced, and, as shown hereafter, an 

unduly favourable result is obtained. 
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The percentage of residue by measure is a method very 
often adopted in cement works by the miller, or man in 
charge of the grinding machinery, to ascertain if the cement 
passing to the warehouse is of the desired degree of fine- 
ness. For this purpose two measures are used, preferably 
composed of brass or other convenient metal, as less liable 
to breakage, the larger one having a capacity of about half 
a pint, and the smaller one holding exactly one-tenth the 
quantity of the larger ; the smaller measure is divided into 
tenths, by means of a vertical strip of metal marked off into 
ten equal divisions, fixed to the inside, and reaching from 
the top to the bottom. The larger measure is lightly filled 
with cement, and the contents sifted through the required 
sieve ; the residue is then measured in the smaller one, each 
subdivision representing i per cent, by measure. This, of 
course, is bnly an approximate method of ascertaining 
the fineness, as the result depends largely upon the light- 
ness with which the measure is filled in the first instance, 
and also, in a lesser degree, on the amount of shaking the 
residue in the smaller measure receives, before its height 
is read off. It is, however, sufficiently accurate to serve 
as a guide to the miller, and it obviates the use of scales, 
which, in the dusty atmosphere of a cement mill, would 
not long retain their accuracy. 

Fine grinding is a matter in which Continental manufac- 
turers were for a long while ahead of their English competi- 
tors ; but the latter have for some time past become alive 
to the fact* that, if they wished to maintain their position in 
the Transatlantic and other markets, they must improve 
the grinding of their manufacture, and consequently they 
have taken vigorous steps in that direction. Not so many 
years ago, 10 per cent, on a 50 sieve, and 20 per cent, on a 
76 sieve, was considered a well-ground cement ; but now a 
number of our principal manufacturers habitually grind 
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down to less than 10 per cent, on a 180 sieve, and only 
a trace of residue on a 76 sieve. The particulars on the 
preceding page, taken indiscriminately from our testing 
books of 1880, 1890, 1895, *900, 1905, and 1910, may be in- 
teresting on this point, as showing the improvement that has 
taken place in regard to fineness during the last thirty years. 

A point which is often overlooked in testing cement for 
fineness, is the thickness of the wire of which the gauze 
is composed, as it is very evident that the thicker the wire 
used, the smaller will be the aperture through which the 
cement has to pass, and vice versd. Until recently there 
was no agreement upon this matter, each cement user, 
when he specified it at all, specifying the thickness of wire 
which met his fancy, and the result, from a manufacturer’s 
point of view, was frequently very annoying. This matter 
was dealt with by the author a few years ago in a paper ^ on 
the subject, from which the following extract is quoted : — 

“The thickness of wire of the various testing-sieves 
adopted by the late Henry Faija, and afterwards continued 
by the author, was as follows : — 


No, of Sieve. 

New Standard 
Wire Gauge. 

Thickness of 
Wire. 

Width of 
Opening. 

sieve 


inch 

inch 

sox so 

35 

•0084 

•0116 

0 

X 

0 

38 

*006 

•0083 

76 X ^76 

39 

•0052 

•0079 

80 X 80 

• 

39 

•0052 1 

•0073 

100 X 100 

41 1 

'0044 

•0056 

120 X 120 

43 

•0036 

•0047 

180 X 180 

45 

*0028 

*0028 

200 X 200 

46 

•0024 

•0026 


^ Proceedings^ Society of Engineers^ 1903, p. 90. 

P 
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“ On the Continent, and in America, the standard 
adopted, for the sake of uniformity, is that the thickness of 
the wire shall be one-half the size of the opening—/.^, in 
a sieve having lOO holes per lineal inch, the size of the 
opening would be ^ of xoo “ *0066 inch, and the thickness 
of the wire of the gauze \ of y = *003 3 inch. Being the 
only standard of the kind in existence, and in order to 
bring his results into line with Continental and American 
practice, the author has recently adopted this standard in 
his testing rooms. The following table gives the thickness 
of wire of the various sieves, and the corresponding size of 
the aperture ” : — 


No. of Sieve. 

New Standard 

Thickness of t 

Width of 

Wire Gauge. 

Wire. 1 

- - i 

Opening. 

sieve 


1 

inch [ 

inch 

50 X 50 

37 

•0068 

•0132 

0 

X 

0 

40 

■0048 

•0095 

76 X 76 

41 

•0044 

00 

0 

0 

80 X 80 

41 ^ 

•0042 

•0083 

100 X 100 

44 

’0032 

•0067 

120 X 120 

45 

•0028 

■0055 

180 X 180 

47 i 

’00 18 

•0037 

200 X 200 

48 

•0016 

•0034 


Since the introduction of the British Standard Specifica- 
tion, this discrepancy has been remedied, so far as the 
thicj^ness of wire of the two sieves specified is concerned, 
that of the 180 being fixed at '002 of an inch, and of the 
76 at ‘0044. It will be observed that the former differs 
slightly from the table given above, although the latter is 
in exact agreement. 

Another matter which will make considerable difference 
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in the results obtained in sifting cement through a given 
sieve, is the duration of the shaking or sifting process. 
About ten minutes’ vigorous shaking and tapping is 
generally sufficient to get through all the finer particles 
that really pass the sieve ; if continued for half an hour, 
weighable portions will still pass the sieve, but the par- 
ticles which pass the sieve after such prolonged shaking 
and sifting do not really represent the actual fineness of 
the cement and the work done by the comminuting ma- 
chinery, but are rather due to the attrition of the particles 
one upon another during the operation of sifting, by which 
they are reduced sufficiently for some small portion to pass 
through the sieve. As an experiment in this direction, lo 
oz. of cement were sifted in an 8o sieve for an hour, 
weighing the residue at intervals of ten minutes, the results 
of which were as follows : — 

per cent. 

After 10 minutes’ sifting the residue was 13*5 


„ 20 



13-0 

n 30 


>> 

I 2‘5 

n 40 

?> 


I 2 -I 

n 50 

)> 


11*9 

„ 60 

„ 

„ 

117 


This source of error has been recognised and dealt with 
by the British Standard Specification, which enacts that 
“ 100 grammes (4 oz. approximately) of cement shall be 
continuously sifted for a period of fifteen minutes.” 

In checking the nufnber of holes per lineal inch which 
a given sieve contains, it must not be forgotten that th^ 
stretching of the gauze, in the making of a sieve, will 
very often cause an appreciable difference in the number 
of holes contained in it. For making sieves of a fine 
mesh, it will be found a very convenient plan to have a 
square wooden frame about 3 inches deep, composed of half- 
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mch tnatedal, and siniply fix the gauze to the bottom of it, 
by screwing a slip of wood along the bottom edge. In this 
way there is no fear of the gauze being stretched, as is often 
the case, in forcing the larger hoop over the smaller one, 
when putting together a round sieve in the usual manner. 

It must not be forgotten that, in addition to the increased 
covering power imparted to the cement by fine grinding, 
the danger of blowing or of disintegration is also obviated 
to a very great extent ; for the finer the powder, the more 
readily the moisture in the atmosphere, or the water used 
for gauging, can hydrate and render innocuous any 
unstable lime compounds, which would otherwise be con- 
fined within the coarse particles, and therefore the less 
the chance of future disintegration, caused by the water 
eventually penetrating and causing these unstable lime 
compounds to hydrate and expand. Special reference to 
this point will be found in a paper by the author on the 
finer grinding of Portland cement,^ from which the follow- 
ing results and extracts are quoted : — 


c 

u 

i 


Fineness- Residue on 
Sieves of Holes 
per Lineal Inch. 

Pat Treated in the 
Faija Apparatus 
for Soundness. 

u 


180 

76 

50 


L 

As received from 
manufacturer 

24-4 

7-6 


Blown. 

» 

Reground to pass 
180 sieve 

trace 

nil 

nil 

Sound. 

p 

As received . . . 

1 8*0 

30 

0-8 

Badly blown. 

» 

Reground as above 

0*4 

nil 

nil 

Very slightly blown. 

Q 

As received . . . 

34'8 

1 6*0 

36 

Badly blown. 


Reground as above 

I 6 

nil 

nil 

Sound. 


' Minutes of Proceedings^ Institution of Civil Engineers^ vol. cxxxii. p. 350, 
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The sample which first suggested thfe benefidal effect 
qf fine grinding, with regard to soundness, was cement L. 
It will be seen that, as received from the manufacturer 
in its comparatively coarse condition, it showed signs of 
blowing in the Faija apparatus for soundness, but after 
being ground extremely fine, these indications were no 
longer developed, showing that the finer grinding had 
rendered it perfectly sound. Efforts were thereupon made 
to procure, and similarly treat, further samples of unsound 
cement, in order to corroborate or otherwise this some- 
what surprising result. A firm of manufacturers kindly 
undertook to prepare a sample of overlimed and utteriy 
worthless cement, which is designated P in the table. 
Figs. 53 and 54 are full-size photographs of the pats 
made from this cement, under exactly similar conditions, 
before ancf after extreme fine grinding, which, by kind 
permission of the Institution of Civil Engineers, have been 
reproduced. The results speak for themselves, but it 
is worthy of note that the few slight cracks visible in 
the pat made from the finely ground cement, were pro- 
duced in the warm moist air of the apparatus, and de- 
veloped no further after being placed in the warm water. 
This suggests that the slight expansion developed was due 
to the immediate hydration of the uncombined lime, which 
by extretne fine grinding was exposed to the action of the 
water used for gauging, while the disastrous results in 
Fig. 50 were due to the gradual hydration, and consequent 
expansion, of the fr^e lime in the interior of the coarse 
particles. 

i Figs 55 and 56 show pats of cement, Q, under exactly 
similar conditions. This sample, received for testing in 
tbe Ordinary course of practice, was made from an ex- 
tl^ely hard chalk. Owing to this chalk being insuffi- 
cifetbr reduced in the preliminary process of amalga- 
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mation of the raw materials, a decidedly unsound cement 
resulted, that is, when ground to the ordinary degree of 
fineness ; it will be seen, however, that extreme fine grind- 
ing rendered it perfectly sound. It may be interesting to 
add, in corroboration of the results of the Faija test, that 
the briquettes prepared from the original cement were 
badly blown at twenty-eight days, while at three, six, and 
twelve months they were too much swollen and disin- 
tegrated to go into the clips of the testing machine, and 
almost fell to pieces on handling. It is needless to remark 
that such a cement would be worse than useless as a con- 
structive material, for its subsequent disintegration would 
bring about the downfall of any building in which it might 
be used. 

Another effect of fine grinding, though it is not perhaps 
such a satisfactory one, is that it renders the cement con- 
siderably quicker setting ; this, on a second’s considera- 
tion, is very easily explained, and only to be expected. The 
setting of cement, according to Le Chatelier, is due to the 
water dissolving out the more soluble parts of the powder, 
and forming a super-saturated solution, which subsequently 
deposits crystals, and gradually forms a solid mass. Ob- 
viously, therefore, the finer a cement is ground, the more 
readily the water can act on the soluble portions, and the 
quicker setting it becomes. Further remarks on this point, 
together with some experiments thereon, will be found in 
Chapter V., pp. 269, etc. 

In all text-books on the subject', it is stated that the 
impalpable powder only is the active part of a cement, the 
coarser particles being practically an adulteration, and of 
no more value than so much sand. The author had never 
ascertained this fact for himself, and was content to accept 
it as such, until one day its accuracy was challenged by a 
gentleman who was interested in cement matters. This led 
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the author to make an experiment on the subject, and he 
found that, although the coarse residue had no setting 
power in the proper sense of the term, it undoubtedly had a 
certain amount of cohesive power, when placed in a mould 
and left under water for some considerable time, even after 
the particles had been previously thoroughly washed, to 
remove any trace of flour or powder which might have 
adhered to them. Briquettes, composed of coarse particles 
only, developed a tensile strain at twelve months, ranging 
from i6o to 330 lbs. per square inch, according to the size 
of grit employed. These results induced him to institute a 
further series of experiments, which, with the above, were 
embodied in the paper just previously mentioned,^ from 
which the table (p. 216) and extracts are taken. 

The four cements experimented with were specially 
chosen as representing English manufacture, emanating re- 
spectively from the principal factories at Rugby, Northfleet, 
Grays, and the Medway. It will be seen that in each case 
the value of the particle is, roughly, inversely proportional 
to its diameter, Le, the larger the particle, the less its com- 
parative value. If the section of a briquette thus composed 
is examined under the microscope, the particles appear 
to be surrounded by, and cemented together with, a white 
crystalline deposit. Figs. 57 and 58 are photo-micrographs, 
magnified about twenty and forty diameters respectively, 
of a section of a briquette, composed of particles which 
passed through a 76 by 7^ sieve and were retained on a 
100 by TOO sieve. Owing to the uneven surface of the 
section, the focussing of the higher-power photograph is 
not altogether satisfactory, but fig. 57 gives a very good 
idea of the manner in which the particles are surrounded 
by, and cemented together with, the white deposit. This 
deposit was separated in one or two cases and subjected 
^ Minutes of Proceedings y Inst. Civil Engineers, vol. cxjtxii. p. 347i 
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Table showing Relative Value of Coarse Particles of 
Cement. Particles thoroughly Washed before being 
PLACED IN Moulds under Water. 


Tensile Strength in Lbs. per 
Square Inch. 


Size of Coarse Particles. 


p /Retained on 50 1 / Placed immedi- \ 
\ sieve . . . . j \ ately in water / 

/ Passed 50 and re- ) 

” \ tained on 76 ./ ” ” 


/ Passed 50 and re- 
” \ tained on 76 

/ Passed 76 and re- 
” \ tained on 120 . 

/ Passed 120 and re- 
” \ tamed on 180 . 

( Entire residue re- 
” \ tained on 180 , 

Q / Retained on 50 

t sieve .... 
/ Passed 50 and re- 
” \ tained on 76 

j Passed 76 and re- 
” \ tained on 120 . 

f Passed 120 and re- 
” \ tained on 180 . 

/ Entire residue re- 
1 tained on 180 . 


r Retained on 50 \ 
\ sieve . ... j 

/ Passed 50 and re- \ 
\ tained on 76 , j 

i Passed 76 and re- \ 
[ tained on 120 . / 
r Passed 120 and re- \ 
\ tained on 180 . j 
I Entire residue re- \ 
\ tained on 180 . / 

( Retained on 50 1 
[ sieve . . . . j 

f Passed 50 and re- \ 
[ tained on 76 . J 

r Passed 76 and re- | 

[ tained on 120 . f 
f Passed 120 and re- \ 
[ tained on 180 . j 
r Entire residue re- \ 

I tained on 180 . j 


f Placed immedi - 1 
[ ately in water J 


Placed immedi- 
ately in water 


r Placed immedi - 1 
[ ately in water J 


1 3 

months. 

6 

months. 

13 

months. 


95 

130 


120 

170 


245 

300 


310 

360 

150 

230 

290 


• 47 

70 


105 

165 


175 

300 


185 

410 

133 

00 

262 


92 

145 


132 

235 


200 

00 


280 

360 

142 

212 

272 


47 

00 


80 

145 


122 

225 


280 

430 

no 

170 

260 
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to chemical analysis, which showed it to consist largely of 
aluminate of lime. From the preceding results, it seems 
logical to infer that the outer surface only of the coarser 
particle is dissolved off by the water, and rendered an active 
ingredient ; and as the smaller the diameter of the particles, 
the larger the area of outer surface thus exposed to the 
solvent action of the water within a given space, the 
greater is the relative value of those particles. There is no 
doubt that if reduced below a certain diameter, the whole 
of the particle would be acted upon by the water, and 
would contain no internal inert matter, but at what fineness 
this result would be produced, has yet to be determined. 
It seems fair to assume, from the foregoing experiments, 
that those particles which pass a 120 sieve, and are 
retained by a 180 sieve, very nearly approach that point; 

r 

for, notwithstanding the severe treatment to which they 
were subjected to remove any trace of adhering flour, they 
developed nearly 60 per cent, of the strength of the 
original neat cement at twelve months. 

The coarse particles being proved to have a certain 
value, it seemed a reasonable theory, that their gradual in- 
corporation and combination might prove to be responsible 
for the gradual increase in strength with age or growing 
power, which is the essential feature of a good cement, and 
that therefore by extreme fine grinding, the cement merely 
attains its greatest strength in a shorter time, the ultimate 
strength^ of coarse and fine cement being practically 
identical. The table* on page 218, which is taken from the 
same series of experiments,^ shows the tensile strength and 
general characteristics of the four cements previously 
mentioned under the following conditions 

1. As received from the manufacturer. 

2. Reground so as to practically all pass a 180 x 180 sieve. 

1 Minutes of Proceedings, Inst, of Civil Engineers, vol. cxxxii. p. 346. 
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3. All particles that would not pass a 180 sieve ex- 
tracted, and grains of sand of a similar fineness substituted. 

Although the results support the theory previously put 
forward to a certain extent, they conclusively demonstrate 
the immense superiority in cementitious value of a finely 
ground cement over a coarse one. Briefly summarised, 
they show that, by extreme fine grinding, its cohesive 
power is diminished, but its adhesive power or cementitious 
value— as demonstrated by its power of cementing together 
particles of sand — is immensely increased. The extraction 
of the coarser particles, jM^ubstitution of grains of sand, 
corroborates the opinion^^^^ coarser particles hav^ a 
slight though specific value^orin several cases both the 
cohesive and adhesive power of the material is diminished 
by their removal 

An instance of the latent cementitious value of the coarse 
particles in an ordinary cement briquette was brought 
forward by Mr G. L. Anderson in the course of the 
discussion on the author’s paper on Kentish Rag admix- 
ture.^ Mr Anderson experimented with some briquettes 
about a year old, made of cement which had originally 
been ground to about 5 per cent, on a 50 sieve. He 
simply ground them up again, without any recalcination or 
other treatment, so as to all pass a y6 sieve and leave only 
16 per cent, on a 180 sieve, and tried what strength could 
be got from the powder thus produced. He was astonished 
to find Jthat he got results which would satisfy any 
ordinary specification, thus showing that the unexhausted 
cementitious energy in the residue itself was equal to the 
requirements of most specifications of the present day. 
The figures were as follows : Neat briquettes, i square inch 
section, stood, at seven days, 403 j days, 41 5 » 

at three months, 435 lbs.; at six months, 444 lbs. ; at 

Tratmaions, Society of Engineers, 1896 . 
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twelve months, 452 lbs. The three to one sand test was 
the most remarkable — at 28 days, 224 lbs.; at three months, 
300 lbs. ; at six months, 404 lbs. ; at twelve months, 432 
lbs. These results show very clearly that the interior 
portion of the coarser particle is practically unacted upon 
by the water, at all events at the end of a year, and, 
upon being broken up fine enough, it performs the same 
function as the finer cement would do in the first instance. 
The results obtained from the neat briquettes, however, 
seem to corroborate the theory just previously put forward 
by the author, as to the gradual incorporation and combina- 
tion of the coarser particles being responsible for the 
gradual increase in strength with age, since in this case the 
coarse particles have all been reduced, and the increase 
at the several dates of testing is abnormally small. 

It must not be forgotten that, although a fine cement is 
undoubtedly of more value than a coarse one, fine grind- 
ing means increased expense to the manufacturer, and 
therefore, for a specially fine cement, he is entitled to a 
correspondingly higher price. Not only is it more 
expensive as regards consumption of engine power, etc., 
but it also reduces the output of the works ; finer grind- 
ing, therefore, from a manufacturer’s point of view, means 
either expenditure of capital, in providing increased grind- 
ing plant, or reduction in output. Some twenty years ago, 
when a cement leaving about 10 per cent, on a 50 sieve 
was considered a very fair commercial article, it was found 
that by reducing the fineness to 5 per*cent. on a 50, to meet 
a special specification, the output of the millstones was 
reduced from about 1*33 ton per hour to barely i ton, or, 
in other words, to maintain the output, an increase of 33 
per cent, in the grinding plant was required. 



CHAPTER IV 

TENSILE STRENGTH 

The object of testing the tensile strength of cement is, 
primarily, to ascertain the strength which it will develop 
within a certain time, and, secondarily, by comparing the 
increase in strength between the different dates of testing, 
to enable^ some opinion to be formed of the ultimate 
strength likely to be attained by it. It is obvious that a 
cement which develops a moderate strength at the end of 
a week, and shows an increase of 25 per cent, at the end 
of twenty-eight days, is likely to attain a greater ultimate 
strength than one which shows, say, a 30 per cent, higher 
strain at seven days, and develops practically no increase 
at all at the twenty-eight days.* The tensile strain, there- 
fore, at one date only, is not much of a criterion as to the 
value of a sample, and tests should be made at least at two 
dates, so that the “ growing power ” of the sample may be 
ascertained. 

Until the introduction of the British Standard Specifica- 
tion, in which only seven and twenty-eight days’ tests 
are specified, it was the custom to ascertain the tensile 
strength at three, seven, and twenty-eight days from the 
time of gauging, and the increase in strength between 
those dates enables a fairly good opinion to be formed of 
the value of the cement. Although not included in the 

British Standard Specification, a test at three days, or 
221 
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other short date, frequently gives valuable information as 
to the earlier hardening properties of a sample, upon which 
the seven days’ test throws no light. Instances have 
frequently occurred in the authors practice, in which a 
cement has given perfectly normal results at seven days, 
yet at three days has been extremely weak. The result 
has been, that in actual work, the hardening of the concrete 
has been so slow that the progress of the structure has 
been seriously retarded, and in more than one instance, the 
contractor has been compelled to pull out and reconstruct 
the work. The value of a short-date test is apparently 
fully recognised in America, for it will be observed on 
reference to the American Standard Specification in the 
Appendix, that a one-day test is specified, and the author 
has met with more than one instance of a cement failing 
to develop the moderate one-day strength of 150 lbs 
therein specified. As a rule the failure has apparently 
been due to imperfect grinding, since such samples have 
generally possessed that short, gritty nature under the 
trowel, characteristic of insufficient impalpable powder or 
flour. 

In making briquettes for testing, much depends upon 
the skill of the operator as to the nature of the results 
obtained, and it should at once be distinctly understood 
that such work is that of a skilled operator, and should 
not, as is too often the case, be delegated to an ordinary 
bricklayer’s labourer. To quote Faija, in testing ^le tensile 
strength of a cement, it must be premised that the object 
is to obtain the very best results possible, compatible with 
certain rules which custom has laid down, and which may 
therefore be considered as a fair test.” With this the 
author fully concurs, and he maintains that the object of a 
laboratory test in this particular, is to ascertain what the 
cement is capable of under the most favourable conditions; 
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a standard for comparison is thus created, and it is the 
user’s duty to see that these conditions are fulfilled as 
nearly as possible in actual work. 

In gauging briquettes for testing purposes, the first 
matter is to ascertain the percentage of water necessary 
to reduce the cement to the proper consistency for filling 
the moulds. This is done by weighing out a small quantity 
of cement, say 5 oz., and adding water by degrees from a 
small graduated measuring glass, until, by continuous work- 
ing with a trowel, it is rendered plastic, and, on beating 
the mass into a small pat or cake, the water just rises to 
the surface when smoothed with the trowel. The quantity 
of water required to bring the cement to this condition 
varies with each sample, and no hard-and-fast rule can be 
laid down on this point It will be found that if sufficient 
is added, so that, on ramming and shaking the cement 
into the moulds, the water just rises to the surface of the 
briquette, the best results will be obtained. Theoretically, 
a cement does not require more than 8 or 9 per cent, of 
water for the actual process of crystallisation, as briquettes 
of gauged cement, examined some months after gauging, 
never contain more than that quantity. It is, of course, 
impossible to make the particles of cement flux together 
properly with such a small quantity of water, and when 
the water just shows on the top of the briquette, it is an 
indication that just sufficient has been added to enable this 
fluxing tjtake place. 

The disadvantageo\is effect of a large excess of water 
was realised as long ago as 1877, when Mr Mann ^ published 
the following table, showing the results obtained by using 
various proportions of water : — 


Proceedings of the Institution of Civil Engineers, vol. xlvii. p. 260. 
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Cement Gauged with various Proportions of Water. 
Age of Samples, seven days. 

Average breaking weight per square inch. 



5 oz. 
Water to 
32 oz. 
Cement. 

6 oz. 
Water to 
32 oz. 
Cement. 

7 oz. 

Water to 
32 oz. 
Cement. 

8 oz. 
Water to 
32 oz. 
Cement. 

9 oz. 
Water to 
32 oz. 
Cement. 

10 OZ. 

Water to 
32 oz. 
Cement. 


lbs. 

433 

lbs. 

460 

lbs. 

lbs. 

306 

lbs. 

lbs. 


416 

435 


1 296 




416 

480 


282 




344 

398 

382 

363 

223 

184 


368 

366 

387 

357 

219 

22 I 


329 

416 

353 

339 

211 

197 


487 

489 

323 

316 

187 

163 


474 

447 

420 

302 

234 

165 


440 

471 

336 

268 

209 

162 

Averages . 

412 

440 

367 

314 

214 

182 


“With 5 oz- water to 32 oz. of cement the gauged 
cement was extremely dry, crumbling under the trowel, 
and could not be made to take a smooth surface; with 
the proportion of 6 oz. to 32 oz. it was moderately dry, 
and could be finished and smoothed off with the trowel ; 
with 7 oz. to 32 oz. the mass was ^noderately wet ; with 
8 oz. to 32 oz. the samples were wet and soft ; with 9 oz. 
to 32 oz. they had the consistency of stiff grout; and with 
10 oz. to 32 oz. a liquid was produced which could be 
poured from one vessel to another. In the last two cases 
the sample shrank considerably, and must have lost some 
of the water by evaporation.” 




Tensile Strength 225 

The quantity of water requisite also depends on the 
fineness and age of the cement, a fine cement requiring 
considerably more than a coarse one, inasmuch as the 
particles are in a finer state of division, and thereby are 
enabled to combine with a greater quantity of water. 
Why a well-matured cement should require more water 
than one freshly ground is not altogether clear, unless it 
is that some of the coarser particles of the cement split 
up, through hydration by the moisture in the atmosphere, 
and thereby more readily combine with, and require more, 
water. 

The shape of the briquette has more effect on the result 
obtained than is generally recognised, and a gradual 
improvement in the shape of the mould, so as to give 
improved results in testing, is rather a strong argument 
in favour of the contention, that the object of testing is to 
obtain the best results from the sample under examination. 
The original form of briquette used is shown in fig. 59 ; 
its rectangular shape was naturally a source of weakness, 
and the results obtained from it were often unsati^factory. 
The method originally adopted in France, was to mould 
the blocks in a solid rectangular form, and, when they had 
attained the prescribed age, cut out recesses at the sides to 
receive the clips. Such a process is worthy of quotation, 
as illustrative of the very primitive methods of testing in 
use in the early days of the cement industry. 

Fig. 60 shows a later form of briquette. Metal plates 
were inserted at the upper and lower side, respectively, of 
the two square holes shown, on which rested the knife 
edges of the tension apparatus, and thus a fairly direct 
pull was exerted. The author had occasion some years 
ago to use this shape of briquette, at a works where no 
other was to be had, and obtained fairly good results from 
it ; but it is too clumsy and cumbersome for general use, 
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one briquette of by section requiring nearly 5 lbs. 
of cement. 

Fig. 61 is the form originally adopted by the late Mr 
Michele, for use with his machine. The clips fit in the 
semicircles shown, and are practically in contact with the 
whole of its surface.' The form of clips and mould tend 
to exert a crushing strain, in addition to a tensile strain, 
and the results are therefore not satisfactory ; the briquette 


0 

Fig. 59. Fig. 60. Fig. 61. Fig. 62. 

rarely breaks at the smallest point of section, the line of 
fracture more generally occurring in a diagonal direction. 

Fig. 62 is the shape of briquette designed by the late 
Mr Grant, and, with some modifications, is now in general 
use. The briquette comes into contact with the clips at 
the points indicated in the illustration, and only at these 
points. The flat top of the briquette, however, exposes 
it to risk of damage in taking out of the mould, and, to 
obviate this, Faija adopted a modification which is shown 
in fig. 63. By making the ends of the briquette slightly 
pointed, it is more easily removed from the mould without 
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risk of damage, and the apices serve, in some degree, to 
enable the briquette to be put squarely into the clips. 

Fig. 64 shows the form of briquette adopted by the 
British Standard Specification, which, it will be observed, 
is essentially the same as the Grant and Faija forms, the 
*only difference being slight modification of the shape at 
the ends ; the shape at the point of fracture and of the 
contact of the clips of the testing machine is practically 
identical. 

8 8 8 

Fig. 63. Fig. 64. Fig. 65. 

Fig. 65 shows the form of briquette in use in Germany and 
on the Continent. It will be noticed that it has a notch in 
the centre, which ensures the fracture taking place at the 
point of smallest sectional areaj it seems a reasonable 
assumption, however, that the sudden reduction in the 
area of the briquette at that point would prove a source 
of weakness. The width of the briquette at the notch is 
2*25 centimetres, which, with a thickness of 2*22 centimetres, 
gives a breaking area of 5 square centimetres. 

With regard to the effect of the shape of the briquette 
on the results obtained, it may be interesting to quote the 
results of some experiments made by Mr Bernays in 1881, 
which are given in the discussion on Mr Grants paper 
on, Cement of that date.^ “ He wished to draw attention 

1 Proceedings of the Institution of Civil Engineers, vol. Ixii. pp.^20j and ao, 



228 


Portland Cement Testing 

to a fertile source of misunderstanding, due to the omis 
sion to state, in most records of experiments on the tensih 
strength of cement, the precise form of briquette used 
The greatly improved results, due to recent improvementf 
in the form of briquette and of the breaking clips, went 
farther than was generally believed to account for the 
increased tensile strength of cement, shown by recent tests, 
over the results of experiments of earlier date. 

“ Since the reading of the papers on Portland Cement, 
he had made experiments with a view to determine, ap- 
proximately, the variations in the tensile strain recorded 
by testing machines, due to the form of briquette adopted. 
The undermentioned results showed the average breaking 
strain, after seven days, of the same quality of cement made 
up into briquettes of the following forms : — 

A It C * D 

) C 
w 

602 lbs. 760 lbs. ^762 lbs. 9cx> lbs. 

Mean breaking strain of six tests. Scale, i full size. 

Figs. 66, 67, 68, 69. 

“It would thus be seen that the same cement was appar- 
ently stronger by 25 per cent, over form A when made 
into briquettes of forms B and C, and by 50 per cent, when 
tested by briquettes of form D. C represented the briquette 
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used at Chatham ; D that used by the Metropolitan Board 
of Works. A and B were formerly used at Chatham, but 
had long since been abandoned.” 

Generally speaking, all briquette moulds are constructed 
• in two halves, which are held together by screw bolts or by 
a suitable clip or spring. The original arrangement, how- 
ever, with the form of briquette shown in fig. 59, was for 
the mould to be all in one piece, and the briquette, when 
partially set, was pushed out bodily by means of a die 
arrangement fitting over its surface. Needless to say, this 
method often resulted in the briquette being damaged, or 
at all events strained to such an extent that the resulting 
test was altogether misleading. 

The great disadvantage of moulds that are held together 
by a spring is, that they are liable to spread and open when 
the cement is being rammed and pressed into them, and 
thus the section of the briquette is distorted ; it may be 
only slightly enlarged, but it is almost always unequally 
enlarged, so that the sides are not truly parallel, and 
consequently the clips do not fit properly, and exert an 
unequal strain. A very convenient arrangement of a nest 
of briquette moulds is that shown in fig. 70» designed by 
the late Henry Faija. The corresponding halves of each 
mould are held in position by a small dowel at the apex, 
and each mould is firmly held down on the glass or sheet- 
iron bedplate by two parallel square iron rods (one of 
which is fiiKed and the other hinged at one end), which fit 
into recesses cut into the moulds at their apices. A cross- 
bar and thumb-screw at one end of the nest hold them in 
position longitudinally. When the screw is tightened, all 
the moulds are held firmly on the bed, which thus allows 
of the cement being thoroughly rammed and .shaken, 
without any fear of deviation from their proper shape, or 
of lifting from the glass bed. To remove the briquettes, 
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all that is necessary is to loosen the set screw, remove the 
cross-bar, swing out the hinged parallel-bar, and remove 
the moulds one by one on to a gauging slate or any plane 
surface, when, by gently tapping round the edges of the 
mould with the handle of a trowel, or any other convenient 
tool, each half of the mould comes away from the briquette 
and leaves it free. In this way there is no fear of any 
undue strain being put upon the briquette when freshly 



made, and therefore in such a state that the least injury 
will materially affect the result obtained from it. The 
convenience of such an arrangement will appet ! strongly 
to those who are called upon to use single moulds that 
are merely laid on the bedplate, without being fixed thereto 
in any way; in making sand briquettes, especially, where 
the mass has to be beaten in with a trowel or spatula, the 
inevitable lifting of the moulds from the bedplate is a source 
of great annoyance. To prevent the cement adhering to 
the moulds, it is usual to slightly grease both the inner 
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surface of the mould and the glass or iron plate on which 
it rests , care should be taken to avoid excess of oil, only 
just sufficient being used to cover the surface of the mould 
with a thin film of grease. 

In gauging cement for testing purposes, as well as in 
practical work, the chief object is to get it evenly and 
intimately mixed with the water in as short a time as 
possible before being put into the moulds, and, as 



previously stated, only sufficient water should be used to 
render the cement plastic. This entails a great deal of 
wrist work on the part of the operator, and, towards the 
end of a long series of briquettes, he is apt to add more 
water than is absolutely necessary, with a corresponding 
diminution in results. To obviate this difficulty Faija 
designed a mechanical gauger, of which a sketch is given 
in fig. 71. It consists of a circular pan, about one foot 
in diameter, within which revolve the arms of a stirrer. 
These arms revolve round their own axis in one direction, 
and around the pan in the reverse, this motion being given 
them by an internally toothed wheel, which actuates the 
pinion of the stirring spindle. The modus operandi is as 
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follows : after having ascertained, by means of a pre- 
liminary hand-gauged pat, how much water the cement 
under treatment requires, sufficient cement to fill a nest 
of moulds is put into the gauger, and the correct amount 
of water added all at once. The handle of the machine is 
then turned fairly quickly for a half or three-quarters of 
a minute, by which time it will be found that the cement 
is thoroughly incorporated with the water, and the mass 
is in a proper condition to be turned out on to the 
gauging slate or bench, and filled into the moulds. In 
gauging cement and sand in this machine, for making sand 
briquettes, it is of course necessary first to thoroughly mix 
the sand and cement in the dry state, after which the same 
routine may be followed. By the use of this machine two 
or three pounds of cement at a time can be efficiently 
gauged in a few seconds, and personal experience has 
proved it to be of the greatest value in avoiding the labour 
and wrist work necessary to bring the cement to a proper 
consistency with a trowel. 

The whole operation of filling a nest of moulds, from 
the time of adding the water, should not exceed five or six 
minutes ; and, after being smoothed off with a trowel, the 
moulds should be placed on one side until the briquettes 
are sufficiently set to be removed. With quick-setting 
cement this will generally range from one to three hours, 
but it is best, where possible, to make a rule of leaving 
the briquettes in the moulds for twenty-four hqjirs, after 
which period, unless the cement is extraordinarily slow 
setting, there will be no danger of damaging them by 
premature removal ; even then, however, sand briquettes 
will often be found very “green ” and soft, and great care 
must be exercised that they are not damaged in any way. 

Instead of smoothing the briquettes off level at the 
top at the tjrne of gauging, some operators have been 
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known to leave the surplus cement until the briquettes 
are partially set, and then, by means of a sharp trowel, 
cut and scrape them off flush with the top of the moulds. 
The advantage of this plan is not easy to understand, 
unless it be that a slightly more accurate vertical 
thickness is obtained, while the chief danger is, that the 
setting of the whole briquette may thereby be disturbed, 
and consequently the result obtained less satisfactory. 
Care should also be taken, after the briquettes are gauged, 
to place them on a bench free from vibration, such as they 
would be subjected to if they were left on the same bench 
where subsequent briquettes were being gauged. If ex- 
posed to such vibration, the crystallisation or setting is 
materially affected, and the accuracy of the result con- 
siderably impaired. More than one instance has occurred 
of indifferent results, due to the neglect of this apparently 
obvious precaution. 

The time previously mentioned as the time the opera- 
tion of gauging should take, will of course depend upon the 
setting properties of the cement used, and refers chiefly to 
the gauging of a nest of five briquettes at one operation, 
which is the custom whenever the setting of a sample is 
sufficiently slow to permit of that course being adopted. 
If a cement commences to set or harden too quickly to 
allow of five briquettes being made at one operation, two 
or three only must be made, and great care must be taken 
that th^ cement does not commence to set before the 
operation is completed, otherwise the setting properties of 
the briquettes will be partially destroyed, and the results 
will be valueless. 

The gauging of sand briquettes is an operation requiring 
much more practice than neat briquettes, and with some 
operators it is a knack which cannot be acquired even by 
diligent practice. The cement and sand mortar, being con- 
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siderably less cohesive than the neat cement, cannot be 
rammed so hard into the moulds ; the effect of hard ram- 
ming is simply to press down the mass where struck by the 
rammer, while at the same time a corresponding quantity of 
the mortar is forced out at another part of the mould. From 
personal experience, it has been found that the best method 
of making sand briquettes, is to combine the operations of 
first ramming lightly with a wooden rammer, and afterwards 
beating in with a spatula or trowel, the beating being ac- 
complished with a loose wrist, and the action being more 
of a “ flip ” than a direct blow. In the matter of water used 
for gauging sand briquettes, the same remarks apply as for 
gauging neat cement ; no hard-and-fast rule can be laid 
down on this point, the best results being obtained when, 
after lightly ramming and beating with a soatula, as 
described, the water just shows on the surface of the 
briquette, denoting that there is just sufficient to lubricate 
the particles and enable them to flux properly into the 
interstices. 

The British Standard Specification follows this practice 
very closely, the wording as regards water to be used being 
as follows ; “ The mixture of cement and sand shall be 
gauged with so much water as to be moist throughout, 
but no surplus of water shall appear when the mixture is 
gently beaten in with a trowel.” 

Although, as a rule, the ramming and filling of the 
moulds is performed by hand, mechanical in^ans are 
occasionally employed. Fig. 72 shows Dr Bohme’s ham- 
mer apparatus for that purpose ; it is largely used on 
the Continent, and, as will be seen on reference to 
Appendix IV., is particularly specified in the German 
Standard Specification and Rules for Testing. For use 
with this machine, the mould has a filling box E, attached 
to it by spring clips F F. The sand and cement having 
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been first thoroughly mixed dry, and then with the requisite 
quantity of water, a certain weighed quantity of the mortar 
is placed lightly, and as evenly as possible, into the mould 
and filling box, and the core G is placed on the top ; by 
turning the handle k, the mass is then struck a given 
number of blows with the hammer. The core and filling 
box is then removed, and the mass scraped off level with 



the top of the mould. As will be seen from the illus- 
tration, the end of the hammer handle is fixed into a 
rectangular casting,/ working on trunnions, and is lifted 
by coming into contact with the cog-like projections on the 
wheel k ; each projection, as the wheel revolves, lifts the 
hammer, which falls and delivers its blow when the wheel 
has revolved far enough for the contact to be released. 
The number of blows delivered is regulated by means of a 
trigger arrangement, which prevents the wheel h from 
revolving any further, when the required number of blows 




236 Portland Cement Testing 

has been delivered. The author’s experience of this 
machine is, that the results obtained with it are generally 
inferior to the hand-made briquettes of a skilled operator. 
Unless the mortar is filled into the moulds and filling box 
very evenly, the core naturally has a tendency to sink 
lowest where there is least mortar, and thus getting slightly 
athwart the mould, is liable to jam, and consequently the 
mass does not get the full benefit of the hammering. The 
mortar is also put into the mould all at once, with the idea 
of making the block of the same density throughout, but 



Fig. 73. 


by this means, there is a tendency for the upper part of the 
mass to be much more tightly rammed than the lower. 
With hand-made briquettes, on the contrary, the mortar 
is put into the mould in two or three lots, and each lot 
thoroughly rammed before the next is added. Crmpared 
with hand-made briquettes, the operation is also rather 
tedious, as each briquette has to be operated upon singly, 
whereas by hand, a nest of five briquettes can be filled at 
one time. 

Fig. 73 shows the Arnold mould and screw press for 
making briquettes, etc., for testing purposes. Its essential 
feature is that the cement is pressed dry into the moulds 
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and then placed into a shallow tray of water, to absorb as 
much as it requires for setting purposes. The mould B is 
made of such depth that, after a weighed quantity of 
powder is placed into it, and the die C pressed flush with 
the top, the resulting briquette is of the desired thickness. 
Although this apparatus is still used in some testing rooms, 
the results are by no means comparable with the ordinary 
methods of making briquettes with the trowel, inasmuch 
as the thickness of the briquette depends entirely upon 
the bulk of the cement employed, a light cement being 
naturally much more bulky than a heavy one. As the 
method of incorporating the water is also entirely contrary 
to the methods usually adopted in the practical use of 
cement, it is decidedly less valuable as a comparative test. 
One advantage claimed for this apparatus is, that if the 
cement is* at all inclined to be unsound, briquettes made 
in these moulds will show it more readily than briquettes 
gauged with the trowel in the ordinary way, inasmuch 
as the water attacks the “free lime” after the briquette 
is made, and thus causes marked expansion; whereas 
when mixing with the trowel, the water attacks the “free 
lime” during the operation of gauging, and before the 
cement is formed into a briquette. The apparatus certainly 
has the advantage of not requiring skilled labour, as the 
briquettes can be made by any intelligent labourer, but. 
in the author’s opinion, that is about the only point in its 
favour. 

Standard sand, a» it is now generally called, is Leighton 
Buzzard sand, thoroughly washed so as to remove any 
earthy impurities, and sifted so as to all pass throug 
sieve of 20 holes per lineal inch, and be retained on a 
sieve of 30 holes per lineal inch. This sand is supplied by 
a firm of pit-owners at Leighton Buzzard, ready w^hed 
and sifted to the standard size, but it is generally found 
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advisable, in order to ensure accurate results, to have it 
re-washed and sifted in the testing room before use. 

The use of the sand test, originally imported from 
Germany, is gradually making its way in this country, and 
doubtless, if a really reliable sand could always be ob- 
tained, the sand test would be of great value in forming an 
opinion of the constructive value of the cement, inasmuch 
as cement is never used neat, but always with a certain 
proportion of sand or aggregate, and its value, qud cement, 
depends more upon its adhesive properties, than its powers 
of cohesion. Faija was strongly averse to the sand test, 
his contention being that, in order to make a sand test of 
any value, it was first necessary to test the sand, and he 
advocated that, if a sand test were used at all, the sand to 
be actually used in the work should be utilised for testing 
purposes. This, of course, would afford valuable informa- 
tion to the actual user as to the strength of the work he 
was constructing, but it would only be of service on that 
particular work, and would be of no comparative value to 
anyone but himself. Until lately the author was naturally 
strongly imbued with the same views, but, as a result of 
recent experiments, he has been forced to the conclusion 
that a neat test, by itself, does not afford any true indication 
of the constructive value of a sample. In the course of 
his experiments on the effect of admixtures of Kentish 
Rag, etc., upon Portland Cement,^ he found that it was 
possible to mix as much as 20 per cent, of foreign inert 
material, such as finely ground sand, w’th the cemeVit, with- 
out materially affecting the strength of the neat briquette, 
in some cases such an admixture actually improving it. 
The sand test, on the other hand, invariably showed the 
adulteration, although not to such an extent as to enable 
it to be detected by that means alone. In a later series 

^ Transactions y Society of Engineers ^ 1896 . 
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of experiments on the finer grinding of Portland Cement, 
referred to on p. 218, it will be seen that an extremely fine 
cement is weaker when made into neat briquettes, than 
the same cement not so finely ground, although it shows 
nearly 50 per cent, greater cementitious value, as indicated 
by its power of cementing together particles of sand. In 
the face of those results, there is no doubt that the sand 
test is the truer test of the two, and it should therefore 
always be taken in conjunction with the neat test. The 
chief disadvantage of the sand test is the time required 
to enable it to be properly carried out, nothing under 
the twenty-eight days’ test being of much value in this 
respect, and the delay thus incurred often renders it 
inconvenient, if not impossible. 

The machine used for testing the briquettes, or rather 
for measuring the strain which the briquette carries before 
fracture, is practically a weighing machine, and its chief 
desiderata are accuracy, compactness, and ease of working. 
Perhaps the most accurate machine is the long, single-lever, 
steelyard machine, in which the tension is applied by run- 
ning a weight along the steelyard away from the fulcrum, 
and, by gradually increasing the leverage, the strain on 
the briquette is correspondingly increased. In using this 
machine, great care should be taken that the weight is 
run smoothly along the yard, as any swaying or vibration 
exercises an extra and undue strain upon the briquette. 
The steelyard machine of Messrs Adie, which is illus- 
trated S fig. 74, naay be had with an arrangement 
attached, by which the weight is automatically run along 
the yard, and the strain can thus be applied at any 
required rate of speed. 

A somewhat more complicated, but decidedly less cum- 
bersome, and more compact machine, is the compound lever 
machine of Dr Michaelis, of which an illustration is given 
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in fig. 75, and which is now adopted as the standard 
machine in Germany. It consists of a double set of levers 
working on knife edges, and the strain is applied by allow- 
ing shot to gradually run into a receptacle hanging on the 
end of the upper lever. The shot fails into the receptacle 
from a reservoir fitted with an automatic cut-off, which 
stops the flow immediately the briquette breaks. The can 
containing the shot is then placed on a spring-balance 



weighing machine, which is scaled to show the strain in 
pounds at which fracture occurs. With this machine, also, 
it is important that the can should hang steadily on the end 
of the lever, and also that the shot should run into it in a 
steady stream. The author has had considerable experi- 
ence of this type of machine, and with careful usage it gives 
very satisfactory results ; the knife edges of the compound 
levers, however, are rather delicate and require careful 
cleaning and attention. 

Fig. 76 shows the bent lever machine patented by the 
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late V. D. de Michele in 1870. At the end of the longer arm 
are two heavy weights ; the shorter arm is connected to a 
worm and quadrant by means of the clips holding the 
briquette to be tested. On turning the handle of the machine, 
a downward pull is transmitted through the briquette to 
the shorter arm, which lifts the weights on the longer 
arm, the tensile strain exerted depending on the height 



Fig. 76, 


to which they are raised. A loose pointer is attached 
to. the longer arm, and, by means of the scaled quad- 
rant fixed in its path, indicates the strain at ^hich the 
briquette breaks. In applying the strain, the handle 
should be turned steadily, without jerking, which would, 
of course, exert an undue strain on the briquette and tend 
to give a faulty result. Fourteen years later Mr Michele 
patented the improved arrangement shown in fig. 77, by 
which he dispenses with the worm handle and quadrant 
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for applying the strain, and substitutes for them another 
lever and pair of weights ; these weights are slightly heavier 
than the test weights, so as to give a preponderance for 
applying the strain to the briquette. To render this 
machine automatic in its action, a pinion and rack are 
attached to the heavier lever, which latter is connected 
to the piston of an oil cataract. By means of a valve 



Fig. 77. 


arrangement, the flow of oil is controlled, and thus the 
speed at which the strain is applied can be regulated to 
any desired rate. Mr Michele advocated that the speed 
should be applied as quickly as possible, and his machine 
bears the inscription that the standard speed is 100 lbs. per 
second. With this the author cannot agree, for, as shown 
hereafter, by this means a much higher result is obtained — 
in fact, a delusive result, and one that no engineer or 
user would accept. On reference to Appendix III. it will 
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be seen that the standard fixed by the British Engineering 
Standard Committee is lOO lbs. in twelve seconds. 

Fig. 78 shows a very compact and handy machine in- 
vented by the late Henry Faija. It consists of a simple 
ten-to-one lever, on one end of which is attached a spring 
balance, and on the other end the clips holding the briquette 
to be tested ; on exerting a pull on the spring balance, by 



means of a worm and quadrant, the strain is transmitted to 
the briquette, multiplied by the leverage of the lever. The 
knife edges at the balance end of the lever are lengthened, 
so that when the briquette breaks, the recoil of the fracture 
is received by two suitably arranged buffer springs. The 
knife edges, and all working parts, are of specially prepared 
phosphor-bronze, and the gearing is so arranged that the 
strain may not be put on the briquette at too great a 
speed, 
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Before putting a briquette in the clips for testing, the 
quadrant A should be in the position shown, so that the 
chain B to the dial C is slack, and the lever D free 
and balanced ; there should then be about half an inch 
between the under side of the knife edge H and the buffer 
spring I. 

After inserting the briquette in the clips, the wheel E 
is turned from left to right, which will hold the briquette 
firmly, and it is generally advisable to put such a strain on 
the briquette by turning wheel E that about lOO lbs. is 
indicated on the dial. The handle M is then turned until 
the briquette breaks, and the loose pointer will show 
on the dial the strain in lbs. at which fracture occurred. 
To return to zero, the pinion K is thrown out of gear with 
the wheel L, by turning the pin and pushing the spindle 
to the left ; the wheel L is then turned from left to 
right until the quadrant A has returned to its normal 
position, and the machine is then ready to receive the next 
briquette. 

It may be as well to mention here that the buffer springs 
are only intended to take up the recoil after the briquette 
breaks. As an instance of the intelligence that is some- 
times brought to bear in using machines of this kind, cases 
have occurred in which the under part of the knife edge 
(which, in the ordinary course, should only come into con- 
tact with the spring after the briquette has broken) has 
been allcf^ed to rest, upon it during the testing of the 
briquette, and consequently the greater part of the strain 
exerted has been on the spring instead of on the briquette. 
Owing to the slight give of the clips on the briquettes, the 
end of the longer arm of the lever is necessarily slightly 
depressed as the strain increases, but if about an inch 
space is left between the knife edge and the spring at the 
commencement of the operation, it will generally be found 
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sufficient to keep them from coming into contact unti 
fracture has occurred. 

An objection is sometimes raised to the use of a spring 
balance in such machines, but these balances are speciall) 
made for the purpose, and are carefully tested before being 
sent out. The working parts of the machine are sc 
arranged that, by simply taking out a screw and a splil 
pin, the balance can be detached and checked by hanging 
dead weights upon it. The lever being ten to one, ten 
pounds dead weight should indicate one hundred pounds 
on the balance, etc The author has had one of these 
machines in daily use for some years, and, in addition to 
periodically checking the accuracy of the balance, he also 
makes a point of having the whole machine tested two or 
three times yearly, by hanging dead weights up to 1000 lbs. 
in the clips of the machine, and the error rarely exceeds 
I per cent. 

In testing for tensile strain, a great deal depends upon 
putting the briquette perfectly square and true into the 
clips or jaws of the machine, so that the strain exerted may 
be truly vertical and tensional, without any torsional strain. 
To ensure this, great care should be taken, firstly, that the 
sides of the briquettes, where in contact with the clips, are 
truly parallel, and also that the clips are accurately finished 
so as to exactly fit the briquette. With the Faija testing 
machine, the points of the contact of the upper and lower 
clips on the briquette are about an ^ inch apart ;<lhe actual 
breadth of the contact is a little more than half an inch, 
and each should be exactly in the centre of the briquette, 
viz. I inch from each edge. The clips of the machine are 
one inch in breadth, so that when the briquette is placed 
vertically in them, it is flush with the edges of the clips 
both back and front ; and if the top and the bottom edges 
of the clips F and G are at the same time parallel, as 
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shown in the sketch, it indicates that the briquette is set 
truly vertical and square in them. If the operator has 
reason to doubt the accuracy of the moulds, or the fit of 
the clips, a very superficial examination of the points of 
:ontact of the clips on the briquette, after breaking, will 
prove the correctness or otherwise of his suspicion. If the 
briquette has been put properly into the clips, and the clips 
It properly, the centre of each point of contact will be 
central vertically and also parallel horizontally. It may be 
thought that the author is somewhat hypercritical as to the 
exact fitting of the clips and briquette, but, so far as his 
experience goes, it is exactly these unconsidered trifles 
which make or mar the result. It has more than once 
been his experience to find one briquette out of a set of 
five breal^ 25 per cent, belov/ the rest, and on examina- 
tion the only fault to be found with it was, that owing 
to the mould or the operator being at fault, the clips 
did not catch exactly vertically, thus giving an erroneous 
result. 

The speed at which the strain is applied also largely 
affects the result obtained, and this is a matter which for 
a long time was ignored. It was very prominently brought 
under the author’s notice some thirty years ago. A 
dispute arose as to the tensile strain of a certain consign- 
ment of cement, and the briquettes made for testing were 
to be broken in the presence of the manufacturer. A 
Michele* machine was then in use, and the manufacturer 
insisted upon applying the strain as quickly as possible, viz. 
about 100 lbs. in one second, with the result that a con- 
siderably higher tensile strain was developed than under 
ordinary conditions. This led to a series of experiments 
being instituted in the matter, which the author carried out 
under the late Henry Faija’s directions ; the results were 
published in the Proceedings of the Institution of Civil 
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Engineers, 1883, from which the following extracts may 
be of interest : — 

“Summary or Rksults of Experiments to Determine the 
Difference Obtained by Applying the Weight to 
THE Briquette, when Testing for Tensile Strength 
AT Different Speeds. 


Number of 
Brujuettes 

Speed, 

Average Result, 


lbs, .sec*! 

lbs. 

129 

100 in 1 

56075 

129 

100 „ 15 

506-43 

145 

100 „ 15 

452*20 

145 

100 „ 30 

430-96 

90 

100 „ 30 

417*27 

90 

TOO „ 60 

403*05" 

40 

100 „ 60 

416*75 

40 

i 

100 „ 120 

400*87 


“ From the foregoing results it will be seen that the in- 
crease per cent, due to increased speed in applying the 
strain is as follows : 

“Taking the lowest speed of 100 lbs. in 120 seconds as 
a starting-point, by applying the strrtin at the rate of — 

100 lbs. in 60 seconds the increase is 3*960 per cent. 

M 30 » 7*488 

» 15 » » 12*416 

n * » 23*142 „ 

“ From these results the accompanying curve of fracture 
(fig. 79) has been obtained.” 

It will be seen that nearly 25 per cent, difference may 
be obtained by applying the strain at an extremely quick 
or extremely slow speed. The rate adopted by Faija as 
the outcome of this experiment was 100 lbs. in fifteen 
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seconds, and before the adoption by the British Standard 
Specification of 500 lbs. per minute, that rate of speed was 
very generally used. Before the introduction of the above 
standard, variable rates of strain speed were sometimes 
• specified by engineers, some even specifying that the 
briquette was to carry a certain weight for a specified num- 
ber of minutes or hours. The advantage of such a hanging 
strain is a trifle obscure, and it is certainly very tedious to 
an operator who has a great many briquettes to break 
daily, to have to leave a briquette in the machine for any 



considerable length of time, thus taking several hours to 
accomplish what might have been done in almost as many 
minutes. Granting that such a test is considerably more 
severe than when the strain is gradually applied in the 
usual way, the author respectfully submits that the same 
purpose #^ould be accomplished by proportionately in- 
creasing the strain to Ee carried, and having it applied at a 
reasonable rate of speed. 

In testing a cement for tensile strain a great many factors 
come into play to produce a variable result, and it is there- 
fore necessary, in order to obtain a fairly true result, to take 
the average of several experiments, the standard now 
adopted being an average of six briquettes at each date. 
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Why a nest of briquettes, all made at one operation by 
the same operator, should show the variable results they 
often do, is not very easy to explain, except perhaps on 
the principle that it is impossible to make two things 
exactly alike. It is probable that the discrepancy is rather 
due to minute differences in the shape of the mould and 
fit of the clips than to anything else, as it has been found 
that a very slight variation from a true vertical pull will 
materially affect the result obtained. Given that the object 
of testing for tensile strength is “ to obtain the very best 
results possible,” and thus ascertain what a cement is 
capable of under the most favourable conditions, it seems 
logical to suggest that, instead of taking the average of six 
briquettes, the highest result of six should be taken as a 
criterion, as that indicates what the cement is capable of, 
and, correct dimensions of the sectional area being premised, 
indicates the true strength of the cement. Based on the idea 
of excluding results that are obviously erroneous, specifica- 
tions are sometimes met with in which the average of the 
best three out of five or six is taken as the correct result. 

The tensile strength of cement gauged neat now usually 
averages from 500 to 700 lbs. at seven days, and 600 to 
800 lbs. at twenty-eight days ; gauged with three parts by 
weight of standard sand, the tensile strength ranges from 
about 250 to 350 lbs. at seven days, and 350 to 450 lbs. 
at twenty-eight days. The tensile strength of the sand 
briquettes, compared with the neat briquettes^ depends 
entirely upon the fineness to which the sample is ground. 
The finer the cement, the greater is its covering power, and 
consequently the greater is the tensile strength developed 
when mixed with sand. As will be seen on reference to 
the table on p. 218, the strength of the sand briquettes 
may be nearly doubled by extreme fine grinding. 

The table on the following page, giving the tensile 
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strain, etc., of eighteen different cements, taken indiscrimin- 
ately from our testing books during the past year or two, 
may be of interest 

For comparison with the foregoing, the two following 
tables (pp. 253 and 254), taken respectively from Grant's 
paper of 1881, and Faija’s little treatise, Portland Cement 
for Users, are interesting, chiefly as showing the improve- 
ment in grinding, and the consequent improvement in the 
sand test, compared with Grant’s figures. 

Tensile strength, being the most easily applied test. 



Fig. 80. 


is generally taken as the criterion of value, though it is 
doubtful if cement is ever subjected to that strain in actual 
use; the more usual strain is either a crushing strain or 
transverse strain, and some users therefore prefer to ascer- 
tain the power of resistance of a cement to these latter forces. 

In testing a cement for resistance to a compressible force, 
cubes of specified dimensions are used, moulded in the 
same manner as the briquettes, and the remarks therefore 
that apply to the gauging of cement for briquettes, apply 
also to the making of cubes. As the crushing stress of a 
cement is usually about ten times its tensile strain, the 
machine for testing has to be considerably more powerful 
than that used for tensile tests. Fig. 80 gives a sketch of 
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a very convenient arrangement of crushing ram devised by 
Faija, and which the author has used for some years with 
satisfactory results. When the cube has been placed in 
position, the ram plunger is raised by means of the pump 
on the right, until a moderate pressure is exerted ; in fact, 
• the pump is merely used as a rough adjustment. The 
valve between the pump and the ram chamber is then 
screwed down, and further pressure applied by means of 
the horizontal piston and cylinder arrangement shown on 
the left. It consists of a narrow piston with a cup leather 
attached, working in a solid brass cylinder. The piston 
rod has a Whitworth thread cut on it for the greater part 
of its length, and is forced into the cylinder by means of 
a specially designed screw-jack arrangement shown. For 
high pressure it was found impossible to work the jack 
wheel direct, and it was therefore arranged so as to be 
actuated by means of a worm and quadrant, worked by a 
handle about 18 inches long to give sufficient power. The 
crushing ram is 4 inches in diameter, and there is sufficient 
space between the holding-down bolts to admit a 9“ffich 
specimen. A 3-inch cube is shown in the machine, supported 
by a packing block with a ball-and-socket top, which 
adjusts itself to any slight inaccuracy in the shape of the 
cube, and thus ensures the strain being applied evenly 
over the whole surface. The apparatus is capable of 
exerting a pressure of about 50 tons. Connected to the 
ram chamber is a pipe leading to the small ram at the 
back, whiih actuates tjie long scaled lever shown. As the 
pressure increases, the lever is kept just balanced by means 
of a carrier containing a given weight, which is run along 
the lever and indicates the pressure at which fracture 
occurs. A Bourdon pressure-gauge is attached to the 
apparatus, as a check on the accuracy of the measuring 
arrangement. With this apparatus it is usual to use 2-inch 
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and 3-inch cubes ; i-inch cubes may of course be tested in 
it, but with the larger cubes the ratio of error is consider- 
ably diminished. 

The Schickert multiple lever machine, shown in figs. 81, 
82, is considerably used on the Continent for determining 
compressive stresses. It will be seen from the illustration 
that it is a combination of levers, the stress being applied 
by gradually weighting the can slung at the end of the 
first lever; the whole apparatus, with some necessary 
modifications, being an elaboration of the Michaelis tensile 
machine. 

The Amsler-Laffon hydraulic press, an illustration of 
which is given in fig. 83, is considered by many to be the 
best arranged apparatus for crushing-tests. The machine 
consists essentially of an hydraulic press, as shown, in which 
the cylinder for applying the pressure is on the right, and 
the large cylinder carrying the ram is in the centre ; the 
pressure of the hydrostatic fluid (oil), is imparted to a layer 
of mercury in the base of the ram cylinder, and is thetice 
caused to support a column of mercury in the manometer 
tube (celluloid) shown on the left. The more important 
details are as follows : the barrel, or small cylinder, is filled 
with machine oil, and a screw plunger, actuated by the 
turning wheel and handle, causes the expulsion of the oil 
from this cylinder ; a valve is fitted at the top to reduce 
the pressure if desired. In the bottom of the ram cylinder 
is a small piston, which is forced downwards out of the 
base of the cylinder by the pressure of the oil, rfiid presses 
on a larger one immediately below. This larger piston, 
has a lever attachment (to show its position), which pro- 
jects in front, and by means of a second lever, actuated by 
an eccentric on the turning wheel, a slight oscillation is 
imparted to the piston, to keep it from sticking. 

As this lower piston is depressed by the pressure, it 








258 Portland Cement Testing 

presses on a layer of oil beneath, and then on a layer of 
mercury in the lower part of the cylinder. This mercury 
is in communication with the manometer tube, through a 
revolving tap at its lower end. An iron float rests on the 
mercury in this tube, and is balanced by a weight and 
cord running over a pulley, which is fixed with a ratchet 
wheel and pawl, to record the maximum height of the 
mercury. At the back of the ram cylinder is a small 
pump, and tubes which can be connected to the pump in 
turn, either during filling operations or when emptying for 
cleaning the mercury or working parts. The manometer 
is graduated with two scales, designed to work with a cube 
of 50 sq. cm. area of face : on the left-hand scale the pres- 
sure is recorded in kilos, per sq. cm., ix, the internal pressure 
of the oil in the cylinder ; and on the right hand shows a 
total pressure of 100 kilos., ie. the total pres*sure on the 
specimen. Extra fittings are also supplied whereby this 
machine may be converted, if desired, into a tensile breaking 
machine. 

Fig. 84 shows a very simple and compact machine for 
determining crushing stresses, manufactured by the Associ- 
ated Portland Cement Manufacturers (1900), Ltd. It is 
designed for specimens up to 50 sq, cm. area (775 square 
inches), and the gauge reads up to 50 tons. In addition 
to the total pressure, the dial of the gauge is also scaled to 
give tons per square foot, kilos, per square centimetre, and 
pounds per square inch on the specimen. Thejnethod of 
working is very simple : the specimV;n A being placed into 
position, the hand wheel B, which is a rough adjustment, is 
screwed down tight, and then pressure is applied gradually 
by turning the handle E, which screws the long plunger 
rod C into the oil chamber D, the pressure exerted being 
shown on the dial F. A convenient feature of this machine 
is that the ram is fitted with a removable tray, to catch and 
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collect the debris of the crushed cubes, which not only 
makes for tidiness in the testing room, but also prevents 
particles of sand and grit getting to the plunger of the 
ram. 

The principal point requiring attention in testing a cube 
*for compressive strain, is to make sure that the strain is 
distributed evenly over the whole of its area, for it is very 
evident that, if the pressure first comes on one part of the 
cube only, it is crushed in detail, and a very erroneous 
result is obtained. To ensure an equal distribution of the 
strain over the area of the cube, thin pads of soft wood are 
inserted between it and the surface of the testing machine, 
or the surface of the cube may be covered with a moderately 
thin coating of plaster of Paris for the same purpose. If 
the strain has been evenly and correctly applied, the sides 
of the cube commonly break away, leaving a true pyramid. 
It will be readily understood that the least inequality in 
the surface of the cube will make an immense difference in 
the result obtained, and for that reason the crushing test 
has not attained any great degree of popularity in England, 
though it is more generally used in Germany, and forms 
part of the standard tests in force in that country. Some 
experimenters who have experienced difficulty in working 
with cubes have suggested that cylindrical test -pieces 
should be used instead of cubes, so as to avoid the corners, 
but the same objections present themselves, and it is not 
«asy to see in what respect their use would be an advantage. 

The strain to which dement is more often subjected in 
actual work is a transverse one, which is really a combina- 
tion of crushing and tensile strains, for if a prisrh or beam 
supported at each end is weighted in the centre until 
fracture occurs, the upper portion, where the weight is 
applied, is subjected to a crushing strain, and the lower half 

to a tensile strain. To ascertain the resistance of cement 
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to a transverse strain, it is sometimes specified that beams 
or prisms of cement, of i-inch sectional area, shall be 
supported at each end, and weighted in the centre until 
fracture occurs. To meet the requirements of a specifica- 
Jtion requiring such a test, the late Henry Faija devised 
the machine shown in fig. 85, in which the prism is 8 
inches long, resting upon supports 6 inches apart. The 
strain is applied by means of bevel wheels actuating a 
vertical screw, which exerts a strain on the prism through 
the spring balance, on much the same principle as the 
Faija machine for ascertaining tensile strength. As in the 
former machine, the dial of the balance is provided with 
a loose pointer, which stops when the prism breaks, and 
indicates the breaking strain. A sample of ordinary 
English manufacture, tested under these conditions some 
ten years ago, gave the following results, after seven 
days’ immersion in water as usual : — 


lbs. 

No. I broke at . . . . 85*5 

„ 2 „ 82 

3 • • • • 95’5 

„ 4 » • • • -103 

>) 5 j) • • • • 9^ 


Average 92*8 lbs. 

It is, however, a test that is very rarely asked for, only 
two or three instances having come under the author's 
notice duijng the past thirty years. 



CHAPTER V 
SETTING PROPERTIES 

The setting properties of cement are not of paramount 
importance, unless the sample is either abnormally quick- 
setting or abnormally slow-setting. In the former case, 
especially during hot weather, there is danger of its being 
killed, ie. manipulated after setting has commenced, and 
thus its constructive value materially weakened, if not 
irretrievably damaged ; in the latter case, especially during 
cold weather, it may cause delay and loss owing to the 
retardation of the work in which it is employed. For 
general purposes, however, a slow-setting cement is to 
be recommended, a quick-setting material being rarely 
advisable, except for tidal purposes and work of a similar 
nature, where it is requisite that the cement shall set 
sufficiently quickly to resist the action of the incoming 
tide, and thus prevent the separation of the cement from 
the sand and aggregate. 

The setting time of cement may be conveniently^ divided 
into two periods, termed respective!]^ the “ initial set ” and 
“set hard.” The object of determining the “ initial set” is 
to ascertain how long it may be worked and manipulated 
without detriment. According to Le Chatelier, the setting 
of cement is caused by the formation of a supersaturated 
solution, which subsequently deposits crystals ; the rapidity 

with which these crystals are formed and deposited con- 
262 
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stitutes the rapidity or slowness of the setting of a cement. 
After adding water to a cement, and reducing it to a suitable 
paste, a period arrives when the mass is no longer fluid 
or mobile ; the water disappears from the surface, and it 
loses its shiny appearance. The period which elapses be- 
tween the addition of the water and the moment when the 
mass loses its fluid condition, is called the time of “ initial 
set.” With a quick-setting cement this period is very 
distinctly marked, the change of condition from fluid to 
solid, owing to the rapid formation and interlocking of the 
crystals, being readily recognisable. With a slow-setting 
cement, the change is very often so gradual as to be 
scarcely noticeable, and a great many of the slow-setting 
varieties of cement have no absolutely definable initial 
set. 

The time of “ set hard,” which is a purely arbitrary term, 
is the time which a cement takes to acquire sufficient hard- 
ness to withstand certain pressure without leaving any 
indentation. The original method of ascertaining the time 
of set hard, was simply to subject the pat to the pressure 
of the thumb nail, and when no appreciable indentation 
could be made, the sample was considered set hard. This 
test is decidedly of the rule-of-thumb order, but it fully 
serves its purpose, and it is doubtful whether some of the 
more elaborate methods at present in use for determining 
the setting of cement are any material improvement. The 
thumb ^il is an instrument that is always available for 
the purpose, and although of course the pressure depends 
to a considerable extent upon the muscular development 
of the operator, it affords a very good guide as to what is 
wanted. The method adopted by Faija for determining 
the time of set hard, was as follows : “ A pat, gauged with 
the minimum of water, and placed on a glass slab, is 
subjected to a ‘Vicat needle’ every ten minutes, the 
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needle being allowed to rest on it for one minute. When 
the needle makes no appreciable mark or indentation, 
the sample is considered ‘ set hard.’ The needle has a flat 
point of 0*1 inch diameter, and is loaded with a weight of 
three pounds.” 

Several users in this country have recently adopted 
some modification of the Continental method of ascertaining 
the setting time, which may be briefly described as follows : 
A circular brass mould, 8 cm. diameter by 4 cm. deep, 
resting on a non-porous bed, is filled with cement mixed 
with water to “ normal consistency.” The cement is con- 
sidered to be of “normal consistency” when a plunger, 

I cm. diameter, and loaded to 300 grams, penetrates to 
within 6 mm. of the bottom of the mould. The period of 
the initial set is when a needle, having a sectional area of 
I mm., and weighted to 300 grams, will not penetrate to 
the bottom of the mould ; while the cement is considered 
set hard, when the needle makes no appreciable indentation 
upon the surface of the cement. 

The chief point of difference between the above and the 
method adopted by Faija, is that the quantity of water 
required to obtain “ normal consistency ” is from 27 to 30 per 
cent., whereas the minimum of water, as prescribed by Faija, 
would be from 18 to 20 per cent, the smaller percentage of 
water naturally causing a quicker initial set 

As will be seen on reference to the Appendix, the above 
mentioned Continental method has been substantially 
adopted in the latest revised edition of the British 
Standard Specification, except that the i cm. plunger for 
determining normal consistency is dispensed with. In the 
earlier editions of the British Standard Specification, 
published in 1904 and 1907, the method adopted was more 
on the lines advocated by Faija, the clause referring to 
setting time being as follows : — 
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The cement shall be considered set when a needle 
having a flat end inch square, weighing in all 2J lbs., 
fails to make an impression when its point is applied 
gently to the surface.” 

, In these earlier editions of the Bnttsk Standard 
Specification the determination of the initial set was omitted 
altogether, only the final set being specified, and a cement 
was deemed to be quick, medium, or slow-setting, accord- 
ing to the time which elapsed before it ceased to give an 
impression with the above needle, i.e., 

Quick, not less than 10 minutes nor more than 30 minutes. 

Medium, „ 30 „ „ 2 hours. 

Slow, „ 2 hours „ 5 „ 

The omission of the initial set was the weakest point in 
these earlier editions of the British Standard Specification^ 
for, as a general rule, a knowledge of the initial setting 
properties of a sample is of vastly greater importance 
than the determination of the arbitrary period termed 
“set hard,” which frequently has no relation whatever to 
the ultimate hardening properties of the mass. Instances 
often occur in which a sample has a quick initial set and 
then hardens up very slowly, so that although it would 
continue to leave an impression for an hour or so after 
gauging, and thus come within the definition of medium, 
or even slow-setting cement, according to above table, it 
might hj»^e such a very quick initial set as to be absolutely 
unusable. 

It has been conclusively proved in practice, that if 
cement is worked or manipulated after setting has com- 
menced, its strength is very seriously impaired. This 
can be very readily explained. On adding water, what- 
ever may be the action which takes place, it is very certain 
that crystals are formed, and when the initial set com- 
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mences, and the mass is no longer fluid, it is an indica- 
tion that these crystals have commenced to interlock. 
If now by overworking, or “killing,” as it is generally 
called, these crystals are broken up again, their lock 
or bond is destroyed, and the strength and cohesion of 
the material correspondingly diminished. It is therefore 
of the greatest importance, in practice, that the cement 
should not be worked or manipulated after setting has 
commenced, and care should be taken that only such 
a quantity is mixed at a time, as can be thoroughly 
incorporated and placed in its allotted position before 
setting commences. 

The setting of cement involving chemical action, it is, 
like most chemical actions, accelerated by heat and re- 
tarded by cold, and therefore a cement which has certain 
setting properties at the normal temperature of 6o° F., will 
have these properties considerably modified at higher 
or lower temperatures. This point was particularly 
referred to by the author in a paper,^ read before the 
Society of Engineers some eighteen years ago, from which 
the following is a quotation : — 

“Temperature and climatic influences play a very 
important part in the setting of cement. The author’s 
attention was particularly drawn to this matter a very 
short time ago. A shipment of cement, which had been 
tested in the ordinary course before leaving England, 
satisfactorily passed the requirements of the specifica- 
tion as to set, but on reaching its \iestination in a hot 
climate, the engineer in charge complained that it set 
too quickly. This induced the author to institute a 
series of experiments to ascertain the comparative time 
of set at different temperatures, the results of which are 
given in the following table. In each series of experi- 
^ Transactions Society of Engineers^ 1895 . 
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ments an exactly similar amount of water was used for 
gauging, the water being of the same temperature as 
the chamber in which the pats were placed, and to 
ensure a moist atmosphere, the bottom of the chamber 
, was lined with a damp cloth. The cements were not 
in any way chosen specially for this experiment, but 
have been arranged in the table according to their time 
of initial set. The difference in setting is distinctly 
marked at each temperature, more especially between 
40^ and the normal 60° F.” 

Influence of Temperature on the Setting of 
Portland Cement. 

Temperature Fahrenheit. 

0 

^ — 

*2^ 100° 80° 60° 40° 100® 80® 60® 40® 

B _ I 

Initial Set in Minutes. Set Hard in Hours. 

1 ij 4 6 ■ 13 li 2 2j 

2 3 5 6 8 I li if 2 ^ 

3 4 10 15 20 ■ I I li 

*45 9 15 30 I I I 6 

S 6 10 14 25 I ij 2 2J 

■*6 7 12 15 20 i| 2 2J 2J 

♦7 9 10 15 17 3J 6 7 12 

8 10 IS SS 40 f I li if 

9 II 15 20 57 3 5 6 10 

10 II 13 15 30 2^ 3 3J 6 

11 19 32 60 120 3 6 7 15 

15 35 70* 360 3j 6 7 22 


Contain a considerable admixture of Kentish Rag. 
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It is not an uncommon testing-room experience, 
especially during the summer months, to find that a 
rise of atmospheric temperature of three or four degrees 
during the morning makes just sufficient difference in 
the setting of a sample to determine the possibility or 
impossibility of properly gauging and manipulating it 
For instance, a quick-setting cement, which at an atmo- 
spheric temperature of 6o° F. allows just time to get 
the briquettes properly gauged and finished off before 
setting commences, would at a temperature of 64 F. 
commence to set a minute or so sooner, and thus preclude 
the possibility of its being properly gauged without some 
risk of injuring its setting properties. It occasionally 
happens, also, that a cement has such an extremely quick, 
though somewhat feeble initial set, that the operator is apt 
to work through it, without becoming aware of the fact ; 
it is a very good rule, when gauging pats for ascertaining 
the setting properties of a sample, to take about an ounce 
of cement and gauge a small preliminary pat, in about 
half a minute, with a large excess of water ; by this means 
any such peculiarities would be readily detected, which in 
gauging a larger quantity in the ordinary way might be 
overlooked. Cases also occur sometimes in which the 
sample has a species of secondary initial set ; the first one 
generally takes place within a minute or so of adding the 
water, but if the mass is continually worked with a trowel, 
this primary initial set may be worked through, and the 
water brought to the surface in the ordinary way ; and then a 
secondary initial set manifests itself a few minutes later. It 
is not easy to explain these phenomena, but they are very 
probably due to the presence of a small percentage of 
sulphate of lime, or gypsum, which matter will be referred 
to later. 

It is scarcely necessary to add that the quantity of 
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water used for gauging materially affects the setting pro- 
perties of a sample, an excess of water retarding, and very 
dry gauging accelerating, the time of set. Assuming Le 
Chatelier’s supersaturation theory to represent the action 
which takes place, it is very evident that the more water 
added, the less quickly would the solution become super- 
saturated, and consequently the longer the period that 
would elapse before crystallisation, i.e. setting, commences ; 
and vice versa with a very small quantity of water. As 
stated previously, the minimum of water should always 
be used, so that, after thoroughly trowelling and beating 
the mass together into a pat, the water just rises to the 
surface. 

As already mentioned in the chapter specially treating 
on that subject, the fineness to which a cement is ground 
largely a*ffects its setting properties ; the finer a cement is 
ground, the quicker setting it becomes, owing to the greater 
facility which is afforded to the water to combine with it. A 
cement that has an initial set of ten minutes when ground 
to what, up to within the last few years, was considered a 
well-ground cement, viz. leaving about 10 per cent, on a 50 
sieve, will be found to commence to harden within a minute 
or so, if ground so as to all pass through a sieve of 76 
meshes per lineal inch. The table on p. 270 gives the result 
of some experiments, carried out by the author a short 
time ago, as to the effect of finer grinding on the setting 
propejfies of cement.^ 

In several cases •it will be seen that finer grinding im- 
mensely accelerates the setting properties of the samples. 
Cement L, for instance, when ground to the ordinary 
degree of fineness, has an initial set of twenty-five minutes, 
and is set hard in forty-five minutes, while, when reground 
extremely fine, it commences to set within one minute of 

1 Proceedings Institution Civil Engineers, vol. cxxxii. p. 350. 
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Initial Set. 

Set hard 
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1 ' As received 




minutes. 

minutes 

°F. mins 
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j 

1 

from manu* - 
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f Reground to ' 

22-4 

6-0 

nil 

25 

45 

22 in 40 

120 

Sound. 




pass i8o 

Trace 

nil 

nil 

I 

5 

38111 5 

90 

,, 

1 

[ sieve 









] As received 

26 ‘6 

lO'O 

27 

30 

90 

17 in 100 

240 

Sound. 

1 

f Reground as \ 

[ above / 

Trace 

nil 

nil 

6 

15 

32 in II 

150 


1 1 As received 

244 

7*6 


30 

120 

9 in 60 

180 

Blown. 


( Reground as \ 
[ above j 

Trace 

nil 

nil 

7 

15 

29 in 13 

120 

Sound. 

l| As received 

30 ’0 

67 

I ’2 

20 

60 

21 in 34 

1^0 

75 

Sound. 


f Reground as \ 
[ above j 

Trace 

nil 

nil 

2 

10 

26 in 8 

-- 

f 1 \ ' received 

28-4 

9‘3 

ro 

15 

30 

25 in 21 

120 

Sound, 


f Reground as \ 
[ above / 

0*6 

nil 

nil 

I 

10 

32 in 4 

120 

" 

► As received 

26 4 

77 

0*5 

( Unde- \ 
\ finable j 

360 

2 in 39 

160 

Sound. 


f Reground as \ 
[ above J 

0*4 

nil 

nil 

8 

25 

27 in 12 

95 


' 1 As received 

i8-o 

3’0 

0-8 

15 

240 

15 in 23 

120 

Badly blown 

j 

f Reground as \ 
[ above j 

o '4 

nil 

nil 

2 

240 

23 in 5 

100 

/ Very slight 
\ blown.* 

1 

As received 'j 
mixed with 1 

i8‘o 


0-8 

f Unde- 1 




Blown.* 


2 per cent, j 

3-0 

{ finable } 

1440 

I in 15 

35 

1 

, gypsum j 








r* 

> 1 'As received 

34*8 

i6‘o 

3*6 

20 

3 «^ 

17 in 35 

180 

Badly blowr 


( Reground as \ 
[ above f 

1-6 

nil 

nil 

2 

5 

26 in 5 

180 

Sound. 


1 As received \ 

1 mixed with 1 
j 2 per cent. | 

34*8 

i6’o 

3-6 

/ Unde- \ 
\ finable j 

1440 

I in 15 

30 

Blown. 


[ gypsum J 










* A specially prepared “overlimed” cement. 
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adding the water, and crystallisation proceeds at such a 
rapid rate, that it is set hard in five minutes. No doubt 
the setting is accelerated in two ways: firstly, by the 
water being able to more readily combine with it ; and 
secondly, by the heat evolved by the rapid crystallisa- 
tion warming the mass, and thereby further accelerating 
its setting. 

As has already been stated, the setting of cement is 
a process of crystallisation, and, like most processes of a 
similar nature, it evolves more or less heat, the amount of 
heat evolved depending upon the vigour and intensity of 
the crystallisation, or, in other words, upon the time which 
a cement takes to set Until some twenty-five years ago, 
Faija made a rule of noting the rise of temperature of a 
cement during setting, as indicating its setting properties. 
A greased thermometer was placed in the pat immediately 
after gauging, and the temperature noted. As the setting 
proceeded, the temperature was found to rise until a 
maximum was reached, the period occupied in reaching 
this maximum depending upon the setting properties of 
the sample. After the maximum was reached, the 
temperature was found to gradually recede, until the pat 
had returned to the original temperature. The time which 
elapsed between the addition of the water and the return 
to normal temperature, was considered the time which a 
cement took to set. This test was shortly afterwards 
abandoned for the weighted needle test, previously 
mentioned, and vefy properly so; for, although the 
particulars of the rise in temperature during setting may 
afford very valuable information as to the primary setting 
properties of the sample, it is a little difficult to under- 
stand what relation the return to normal temperature bears 
to the period of set hard. 

In his paper on the Vyrnwy Dam of the Liverpool 
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Waterworks,^ the late Dr Deacon advocated the observation 
of the rise of temperature during setting as a test for free 
lime. He stated : 

“It was required that the cement as delivered should 
be slow setting. In the earliest stages of the work the con- 
dition of such cement, as regards the presence of free or 
loosely combined lime, was determined by the old method 
of making thin pats and observing the degree of tendency 
to crack after many days, but this was subsequently 
abandoned for a perfectly simple and exhaustive test 
which could be made in a few minutes, and which the 
author has adopted ever since. A hand sample of cement, 
a small vessel of water, a marmalade pot and a thermometer, 
are left together for a short time to acquire a uniform 
temperature. The cement is then gauged in the pot as 
quickly as possible, with just sufficient water to render it 
plastic, and, the thermometer being immediately pressed 
into it, the initial temperature is recorded. If within 
fifteen minutes the rise of the thermometer exceeds 2° F., 
or within sixty minutes 3® F., the cement is further 
exposed before use. No bin of cement was certified for 
use on the works until it had passed one of these tests. 
This precaution, combined possibly with the comparatively 
dry method of manipulation already described, is so 
effective, that where it has been adopted, the author has 
never seen a hair crack of the kind so familiar where fresh 
cement is used.” ^ 

In the discussion which ensued, the author challenged 
the utility of this test, and maintained that the rise of 
temperature during setting was rather due to the chemical 
action of crystallisation, than to the presence of free lime, 
and it was chiefly to illustrate this point that the experi- 
ments quoted in the table on page 270 were undertaken. 

^ Proceedings Institution Civil Engineers^ vol, exxvi. pp, 46, etc. 
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Referring again to that table, it will be seen that in each 
case the heat evolved bears a marked relation to the 
setting properties of the sample. As a general rule, it 
was found that the thermometer was practically stationary 
until the period of initial set was reached, and then it 
commenced to go up rapidly ; in some cases the activity 
of the crystallisation was so intense, that the temperature 
ran up 30° or 40° F. in five or ten minutes, and the heat 
generated caused some of the moisture to be given off in 
the form of vapour, which could be plainly seen rising 
from the pats. 

It will also be noticed that cements P and Q, which 
when coarsely ground are unsound, and show a compara- 
tively moderate increase in temperature, evolve much 
greater heat when finely ground, owing to their being 
quicker seeing, and yet are perfectly sound. Cement L 
also gives similar results. To ascertain conclusively 
whether the presence of free lime, or the action of crystal- 
lisation was responsible for the rise in temperature during 
setting, cements P and Q, in their coarse condition, were 
mixed with 2 per cent, of gypsum, which it is well known 
retards the setting of cement.. The result was that they 
were thus rendered extremely slow setting, and practically 
evolved no heat whatever, and yet they were still unsound, 
and developed decided indications of blowing in the Faija 
apparatus. 

Later^researches ^ have fully confirmed these results, 
which not only show "that a cement which develops a con- 
siderable increase in temperature may be perfectly sound, 
but, what is more to the point, a cement may be extremely 
slow setting, and therefore show no rise of temperature 
whatever, and yet be absolutely unsound and unfit for use. 
Such a test, therefore, while it certainly ensures an ex- 

^ Transactions Society of Engineers^ 1903. 

T 
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tremely slow-setting cement, which in view of the special 
method of manipulation adopted by Dr Deacon was 
absolutely imperative, in no way guards against an 
unsound one, and moreover imposes needless and irritating 
restrictions upon the manufacturer. Several instances of 
specifications containing some such clause as that above 
mentioned, and evidently copied from Dr Deacon’s paper, 
have since come under the author’s notice, and he there- 
fore trusts that the foregoing experiments have conclusively 
demonstrated the delusive character of such a test as 
regards “ free lime ” or unsoundness. Although, of course, 
a user requiring an extremely slow-setting cement may, 
by prolonged aeration, rentier it so slow setting as to show 
practically no increase in temperature during setting; to 
compel a manufacturer to supply a cement complying with 
such a test, is tantamount to asking for one containing 
admixtures of gypsum, or similar material, to artificially 
render it slow setting. 

Nor does it by any means follow, that because a 
cement develops considerable increase of temperature 
during setting, that it is therefore too quick setting for 
proper use. To quote from the paper just previously 
mentioned ^ : — 

‘‘The mere statement that a cement shows a rise of 15® 
or 20° F. during setting really indicates nothing, except 
that at some period or other during setting, the crystallisa- 
tion was very rapid. It frequently happens that ? cement 
does not commence to set until fifteen or twenty minutes, 
or often longer, after the addition of water, and then the 
crystallisation proceeds at such a rapid rate, that it is set 
hard within fifteen or twenty minutes from the time that 
the hardening commenced. Four examples of this kind 
are given in the following table. 

^ Transactions Society of Engineers^ 1903. 
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“ To make the matter perfectly clear a diagram of the 
temperature curve of sample No. X. is given below (fig. 86). 

“To assume, therefore, that because a cement shows 
a considerable rise of temperature, it is consequently too 
quick setting for ordinary use, is altogether fallacious, 
because a cement which has an initial set of ten or fifteen 
minutes when gauged neat, would have that time prolonged 
to at least thirty or forty-five minutes when mixed with 
sand or aggregate, which is ample time, in most classes of 
constructional work, to allow of the concrete being got into 
position before setting commences. When once the concrete 



2 ♦ 6 8 10 12 14 IS 18 20 22 24 26 28 

minutes after gauging. 

Fig. 86. 


is in position, and at rest, it surely cannot matter how soon 
or how rapidly the hardening proceeds ; in fact, in many 
cases rapid hardening is an advantage, as it allows the 
work to be proceeded with more quickly than, for instance, 
if the subsequent induration were so slow as to prevent the 
centres being struck, or more weight* being placed upon the 
previously completed work than it would safely bear.” 

The tendency of late years has been to specify more 
finely ground cements and at the same time slow-setting 
ones ; as has been ■ shown in the preceding experiments, 
the two properties are absolutely antagonistic, unless 
artificial means of retarding the setting, such as the 
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addition of gypsum, are resorted to. As will be seen, on 
reference to the Standard Specification in the Appendix, 
such additions of gypsum and similar materials up to 2 
per. cent, are allowed by most Government authorities, 
but the author is of opinion that the ultimate effects of 
such admixtures have not been sufficiently investigated to 
allow of their being accepted without reserve. Samples 
P and Q in the table on page 270 show very clearly that 
the addition of only 2 per cent of gypsum renders a 
cement very much slower setting, and instances have 
occurred in which even as little as \ per cent was quite 
sufficient to render an otherwise impossibly quick-setting 
cement slow enough for all ordinary purposes. 

In corroboration of the above opinion, the following 
extracts from researches by E. Candlot 1 show very clearly 
the effect of admixtures of gypsum upon the setting and 
tensile strain of Portland Cement : — 


Set of the Neat Cement with Fresh Water. 


Quantity of 
Gypsum 
added. 

■ 

2 

3 

Initial 

Set 

Initial 

Set 

Initial 

Set 


Set. 

Hard. 

Set. 

Hard. 

Set. 

Hard. 

per cent. 

h. m. 

h. m. 

h. ni. 

h, m. 

h. m. 

h. m. 

0‘0 

0 7 

0 22 

0 7 

0 15 

0 2 

0 5 

°' 5 % 

0 50 

2 43 

0 10 

0 17 

0 2 

0 5 

I’O 

2 40 

‘ ®4 SO 

3 50 

5 0 

I 30 

2 35 

I’S 

2 57 

5 17 

3 50 

5 0 

3 20 

5 15 

2’0 

3 0 

5 20 

4 20 

6 45 

4 0 

7 0 

3*0 

3 0 

6 40 

3 45 

7 0 

5 0 

7 0 

4*0 

3 30 

7 0 

5 0 

7 0 

5 0 

7 0 


^ Ciments ei Chaux ffydrauliques, E. Candlot, 1891, 
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''Setting , — The retardation of set caused by the addi- 
tion of gypsum to cement varies according to the quantity 
of gypsum employed. 

“ But the action of gypsum on the setting of cement is 
not always permanent, and it very often happens that if 
a cement containing an admixture of gypsum is gauged a 
long while after the gypsum has been added, it sets very 
quickly ; this effect is produced particularly with cements 
which set very quickly when they have no admixture of 
gypsum, and which, after the gypsum has been added, 
have been exposed to the air for several days. [The 
results of some experiments on this point are shown on 
next page.] 

“ When a cement is preserved from contact with air, 
the set may again become quick after a lapse of a very 
long period. 

“ Example, — Cement mixed with 2 per cent, of gypsum 


and preserved in an air-tight flask. 

Initial Set, 

h. m. 

Set Hard. 

h. m. 

Tests made the same day . 

3 0 

6 25 

„ I month after , 

2 50 

5 0 

„ 2 months after . 

I 30 

7 0 

V 5 jj • • 

0 10 

0 18 


“ Cements containing an admixture of gypsum, present 
this peculiarity, that they often set more rapidly when 
gauged with sea water than when gauged w^ith fresh 
water. " 

“ When a cement containing gypsum has been exposed 
to the air and has become quick setting again, it sets 
quicker when gauged to a thin consistency with an excess 
of water, than when it is gauged to a stiff paste with very 
little water. This is contrary to that which always takes 
place with cements not containing admixtures of gypsum, 
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Description of Cement. 

Set with Fresh Water. 

Initial Set. 

Set Hard. 

I. Cement mixed with 3 per cent, of 



gypsum— 

h. m. 

h. m. 

Tests made the same day . 

I 0 

7 0 

„ 4 days after 

0 5 

2 15 

„ 7 » • • 

0 5 

0 20 

,, II „ • • 

0 8 

0 30 

0 IS » • • 

0 5 

0 30 

>5 19 ” • • 

0 7 

0 35 

„ 24 0 • • 

0 5 

0 25 

„ 32 » • • 

0 10 

0 30 

41 0 • • 

0 45 

5 30 

2. Cement mixed with 2 per cent, of 



gypsum— 



Tests made the same day . 

5 0 

19 0 

„ 12 days after . 

4 40 

14 0 

„ 21 „ . . 

0 18 

0 

0 

3. Cement mixed with i per cent, of 



gypsum— 



Tests made the same day . 

5 30 

8 30 

„ 8 days after 

0 18 

2 30 

„ 15 » • • 

0 II 

0 20 




4. Cement mixed with i per cent, of 



gypsum— 



Tests made the same day . 

6 0 

9 30 

„ 8 days after 

4 30 

8 0 

j) 15 >» ’ * 

0 15 

0 30 

» 30 » • • 


7 0 
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Tests with Fresh Cement. 


Ten«iile Strength in Kilogrammes per Square Centimetre. 



Period 




Quantity of Gypsum added to the Cement 



of Mortar. 

since 

Gauging. 

0 per cent 

I per cent. 

2 

3er cent. 

3 per cent. 

4 per cent. 



Fresh 

Water. 

Sea 

Water. 

Fresh 

Water. 

Sea 

Water. 

Fresh 

Water. 

Sea 

Water. 

u cd 

Sea 

Water. 

Fresh 

Water. 

Sea 

Water. 


7 days 

k. 

34'2 

k. 

39*2 

k. 

45-5 

k. 

53*1 

k. 

37*5 

k. 

43*0 

k. 

30*6 

k. 

31*5 

k. 

i 8-6 

k. 

25*9 

Neat 

cement. 

28 „ 

47-4 

51-6 

51*9 

60 ‘6 

47*5 

587 

557 

63*4 

34*0 

26-2 (1 

3 months 

517 

54-5 

55 'J 

50*7 

59*0 

65*9 

62‘1 

69-3(1) 

65-2 

25*6 (2 


6 „ 

50*9 

51*5 

59*2 

597 

57*0 

50*0 (l) 

63*2 

67*0 (3) 

72-4 

0 


12 „ 

6o-6 

25-1 

597 

48-3 

63'9 

31*9(3) 

65*6 

72-0 (3) 

8o’o 

0 

( 

7 days 

157 

i 4‘9 

177 

i7'o 

. 8-5 

i6*2 

13*0 

13*4 

8*9 

9*9 


28 „ 

23 ‘4 

i8‘o 

26*6 

23*1 

26*6 

20*2 

2V2 

18-4 

20*5 

0 (4 

Mortar j 
3 to I. 1 

3 months 

30-0 

2r6 

34*2 

25*9 

327 

24*2 

33*6 

23-6 

31*0 

0 

6 

327 

23*1 

377 

257 

357 

28*0 

38-2 

29-2 

36*1 

0 

1 

12 ,, 

35-5 

28-2 

377 

27*5 

36 ’0 

31*9 

377 

31-0 

41*5 

0 


7 days 

16-9 


197 


19-9 


J 5*5 


117 


Mortar 

3 to I, 

28 „ 

28-6 


35*9 


337 


29*5 


26-9 


briquettes- 

3 months 

35*2 


43*4 


42*9 


40* I 


42*2 


kept in 
air. 

6 „ 

44‘2 


45*2 


45*6 


50*5 

... 

46-9 



12 „ 

53 ’o 


49*5 


50*4 


51-1 

... 

58*2 



Note.— I kilogramme per square centimetre = I4'228 lbs. per square inch. 

( I ) Briquettes showing some signs of alteration. 

(3) Briquettes very much cracked and blown. 

(4) Briquettes completely decomposed. 

c' 

“ Strength . — The addition of small quantities of gypsum 
to Portland Cement results in increasing its strength. 
When, however, a cement is kept in sea water and the 
proportion of gypsum added exceeds i to 2 per cent., the 
mortar is not long before it shows traces of alteration, and 
the briquettes are sometimes completely disintegrated. 
(See table above.) 
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Tests made with the Same Cement kept in Sacks for 
Two Months. 


Tensile Strength in Kilogrammes per Square Centimetre. 



Period 

c] 3 .psccl 



Quantity of Gypsum added to the Cement. 


l!)€scription of 











Mortar. 

since 












Gauging. 

0 per cent. 

I per cent. 

2 per cent. 

3 per cent. 

4 per cent. 




U* 

si 

i.' 

-C C 


C 


. 

. 





il c 4 

c 4 11 

t ; 

W." 

40 2 



rt ^ 

"S s 

CO rt 



lil < 


pL, 










k 

k. 

k. 

k. 

k. 

k 

k. 

k. 

k. 

k. 


7 days 

28-0 

35*6 

28*5 

34*1 

2ro 

25*2 

15*0 

J 3-4 

ir6 

12-6 


28 „ 

47 '0 

48-5 

42-9 

482 

37*5 

48-9 

34*2 

40-9 

22'9 

16*5 (2) 

Neat 

cement. 

3 months 

52*2 

63*1 

517 

56-1 

53‘3 

50*9 

487 

48*1 (1) 

50*9 

377 ( 3 ) 


6 „ 

55‘2 

49*2 

54*9 

55*5 

49*2 

52*0 

51*2 

52*0 (2) 

58*6 

43*4 (3) 


12 ,, 

597 

17-6 

56*0 

277 

53*0 

50*5 

58*5 

51*6 (2) 

547 

46*0 (3) 

c 

7 days 

14-1 

15*2 

15*2 

13-6 

15*7 

13*0 

6*6 

7*0 

5*1 

5*6 


2 § „ 

237 

22*1 

22 ‘0 

22*2 

21*5 

i8’o 

2r6 

1 8-0 

17*2 

12*1 

Mortar 1 
3 to I. 1 

3 months 

297 

270 

29 '2 

262 

28’2 

20*9 

33*7 

25*0 

28-5 

19*5 

6 „ 

31-9 

27*5 

31*9 

24*4 

34*2 

247 

357 

25 ’6 

37*3 

22 ‘4 

1 

t2 n 

35'6 

29*4 

36-1 

27*5 

34*4 

26*5 

38*0 

25*6 

36*5 

26*2 


7 days 

137 


19T 


157 


6'2 


5*1 


Mortar 

28 „ 

28-6 


31-0 


28-6 


26-9 


237 


3 to I, . 
briquettes 
kept in air. 

3 months 

37*6 

... 

41-1 


35*6 


36*6 


337 


6 „ 

47*2 

... 

49*9 


43*7 


47*5 


43*0 



12 ,, 

567 


59*9 


l 5 i*i 


577 

... 

567 



Note. — I kilogramme per square centimetre = 14 '228 lbs. per square inch. 

(1) Briquettes showing some signs of alteration. 

(2) Briquettes cracked. 

* (3) Briquettes very much cracked and blown. 

“ If the cement containing gypsum is allowed to remain 
in sacks for several weeks, it develops very poor strains 
at the early dates of testing.’' (See table above.) 

As the result of a considerable series of chemical re- 
searches in the matter, M. Candlot comes to the conclusion 
that the peculiar effects of adding gypsum to Portland 
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Cement are due to the formation of a sulpho-aluminate 
of lime, a salt which he succeeded in producing artificially, 
and to which he attributes the formula (Al203,3Ca0) 2'5 
(SOoCaO). From this he deduces the following theory: — 
“ It is well known that aluminate of lime is insoluble in, 
a saturated solution of lime. If, then, sulphate of lime and 
free lime are present together with aluminate of lime, it 
follows that the combination of the sulphate of lime with 
the aluminate can take place but very slowly, because 
the aluminate cannot become hydrated on account of 
the immediate solution of the lime. Thus, a mixture of 
powdered aluminate of lime, of sulphate of lime and of 
slaked lime, having been shaken with an excess of distilled 
water, produced the following results : — 


Periods after which Samples of the 
Liquid were taken. 

Matters in Solution per Litre of 
Liquid in Grammes. 

CaO. 

AlA- 

SO3 . CaO. 


gr. 


gif- 

10 minutes 

1-085 

nil 

173+ 

3 hours 

1-085 


1*632 

6 

0-875 


1-632 

12 » 

0*930 


1*504 

8 days 

1*085 


nil 

I month 

0*304 


i 


“ The above shows that the combination of the sulphate 
with the aluminate only takes place after a considerable 
period, the aluminate becoming hydrated but very slowly. 

“In Portland Cements of the best manufacture, there 
always exists a little free lime ; and, as they contain very 
little alumina, this free lime, by rapidly dissolving, prevents 
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the hydration of the aluminate ; the sulphate of lime be- 
coming dissolved in turn, and not being able to combine 
with the aluminate, adds its action to that of the lime in 
annulling the function of the aluminate; as it is to this 
salt that setting is attributable when it takes place rapidly, 
a slow-setting cement results. 

“ If the free lime, by being sufficiently exposed to the 
air, becomes carbonated, at the moment when the cement 
comes into contact with the water, the lime dissolves less 
freely, and nothing prevents the solution of the aluminate; 
the combination with the sulphate of lime can take place, 
and the sulpho-aluminate formed, as well as the excess of 
aluminate, by crystallising, determine the rapid setting of 
the cement.” 

Candlot then gives the following experiment to show 
that the above is probably what takes place. 

1. A fresh cement to which gypsum has been added, 
and setting slowly with fresh water, sets quickly if gauged 
with a solution containing a sufficient quantity of carbonate 
of soda to neutralise the free lime, for example : — 

Set. 

a. Cement with i per cent, of gypsum added, h. m. 

gauged with pure water ... 8 0 

b. Same cement, gauged with a solution of car- 

bonate of soda containing 2 grammes 

per litre o 30 

2. A cement with gypsum added is left exposed to the 
air, anfl at the end of several days it becomes quick 
setting ; if now a small quantity of slaked lime is added 
to the cement, it is rendered very slow setting. 

Initial Set. Set Hard. 

a. Cement containing 2 per cent, of h. m. h. m. 

gypsum . . . . o 20 2 30 

Same cement, to which 2 per cent, 
of lime has been added 


6 0 10 0 
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FortlanU Lement resting 


Initial Set. Set Hard. 

b. Cement containing i per cent, of h. m. h. m. 
gypsum . . . . 0 10 o 20 

Same cement, to which 2 per cent. 

of lime has been added .10 80 

The foregoing results show conclusively that additions 
of gypsum are not always an unmixed advantage, and, as 
before stated, the exact effect of such admixtures require 
to be more fully understood and realised before they can 
be lightly accepted. Of course, from the manufacturer’s 
point of view, admixtures of gypsum or some material 
having the effect of retarding the setting of cement are 
an absolute necessity to those who are bound by their 
specification to supply a slow-setting and finely ground 
cement Such admixtures would be more especially 
appreciated during the summer months, and In tropical 
climates, where the natural quick-setting properties of a 
cement are materially aggravated by climatic conditions 
of temperature, etc. Where such small additions of 
material like gypsum are found to produce such marked 
results, another difficulty that must not be overlooked, 
is the danger arising from imperfect incorporation of the 
admixture with the whole of the cement. It is usual to 
add the gypsum to the clinker at the crushers, in the 
course of manufacture, and it will be readily understood 
that the regular and uniform addition of such small 
quantities as J and i per cent, is no easy matter ; in fact, 
that was the reason recently put forward by one large 
firm of manufacturers for not employing such additions 
unless they were absolutely obliged. 



CHAPTER VI 

WEIGHT, SPECIFIC GRAVITY, AND COLOUR 

The object of ascertaining the weight per bushel or weight 
per litre of a cement is to enable some opinion to be 
formed of the amount of calcination to which the sample 
has been subjected, as, cceteris paribus^ the harder it is 
burned the greater will be the weight per given volume. 

Although still enforced by some colonial government 
specifications, the weight per bushel test is now practically 
obsolete, and is really a relic of olden days, when cement 
was sold by the bushel ; it is of no value whatever to the 
user as to the quality of a cement, inasmuch as it is chiefly 
governed by the fineness to which the sample is ground, 
and its age. On these point? the following experiments 
by Faija are interesting and conclusive ^ : — 



No. I. 

No. 2. 


lbs. 

lbs. 

Weight yhen received .... 

”3 

112 

„ in one month • 

110 

III 

„ in three months 

102 

TO2 

„ in six months .... 

100 

99 

in nine months 

97 


,, in one year .... 

95 


Loss in six months . • per cent. 


ir6 

„ in twelve months . . >, 

15*9 



^ Transactions Society of Engineers ^ 1888. 
285 
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It will be seen that a cement a year old weighs about 
1 8 lbs. less per bushel than when fresh, or loses about 
15*9 per cent, while at six months the loss is about 11*55 
per cent Then, again, the finer a cement is ground the 
less it weighs per striked bushel, so that to ask for a heavy 
cement is tantamount to asking for a coarsely ground one. 
Though this is pretty generally known now, the following 
experiments made by the same authority several years ago 
may be of interest ; — 


1 

Residue on 
No. 50 X 50 
Sieve. 

Weight per 
Bushel. 

No. I cement 

per cent. 

6 

lbs. 

I 09 i 

The same cement ground to all pass a 
100 X 100 sieve .... 

nil 

looj 

No. 2 cement 

25 

II4 

The same cement ground to all pass a 
50 X 50 sieve 

nil 

104 

No. 3 cement 

16 

1 16 

The same cement ground to all pass a 
50 X 50 sieve 

nil 

109 

No. 4 cement 

14 

1I6J 

The same cement ground to all pass a 
50 X 50 sieve 

nil 

II 2 

No. 5 cement 

33 

00 

The same cement ground to all pass a 
50 X 50 sieve 

nil 

105 


To the manufacturer the weight per bushel may be 
of some considerable value, as the author has found in 
practice ; every manufacturer knows what his cement 
should weigh if properly calcined and ground to a certain 
degree of fineness, and, by periodically taking the weight 
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per bushel throughout the day, he is able to keep a check 
upon the amount of calcination it has received. 

In ascertaining the weight per bushel, the measure 
should be filled as lightly as possible, and the contents 
struck off level at the top. 



The object of every apparatus used for determining the 
weight per bushel is that the cement shall fall into the 
meaisure in a steady uniform stream from a given height, 
it being very evident that if it is roughly shovelled in, the 
weight will be considerably greater than when lightly filled. 
Fig. 87 is a sectional illustration of the hopper devised and 
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used by the late Henry Faija. It consists of an ordinary 
hopper, A, carried in a suitable framing, and of sufficient 
capacity to hold rather more than a bushel of the material 
to be weighed. At its apex is a horizontal conveyor trough, 
into which the cement falls, and by turning the handle D, 
which actuates the conveyor, it is brought forward to the 
opening E, whence it falls into the measure in a steady 
uniform stream. When the measure is piled full, the hole 
E is closed by the handle F, which works a sliding shutter. 
The cement can then be struck off level at the top with a 
straight-edge in the usual way For use on works the lower 
part is made open as shown. For testing-room use, where 
the dust arising from the filling and striking off of the 
measure would be a source of considerable annoyance, the 
lower part of the framing is boarded up and enclosed, 
so that the whole of the dust is confined within it. A 
movable door is arranged at the front, to allow of the 
passage of the bushel measure, which is run in and out on 
a deep tray fitted with castors to facilitate removal. This 
tray covers the whole of the floor space of the apparatus, 
and consequently catches all the superfluous cement in 
striking off. Glass shutters are arranged at each side, at 
about the level of the top of the bushel, so that when the 
measure is seen to be full the straight-edge can be passed 
through over the top and the contents struck off level. 

The specific gravity, ie. the weight of a substance com- 
pared with water, is a more reliable criterion of th^ relative 
weight of cement, as it is not affected by the fineness of 
grinding; the age of the sample, however, largely affects 
its specific gravity, though not to such a degree as its 
weight per bushel. The following experiments, taken from 
the paper previously quoted,^ show very clearly the effect 
of age upon the specific gravity of cement. 

1 Transactions Society of Engineers^ 1888 . 
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No. I. 

No. 2. 

No. 3. 

No. 4. 

Specific gravity when received 

316 

3 'i 75 

3-16 

3-12 

„ in one month 

3055 

3 'i 25 

3*13 

3-109 

,, in three months . 

3'095 

2-965 

3-084 

2 ’985 

„ in six months 

3-016 

2'93 

3-018 

2 '995 

„ in nine months . 

2-969 

2-9^5 

3'°'5 

2-985 

Loss in six months (per cent.) 

+■55 

771 

4-49 

4-006 


Cement being a hydraulic material, ix. setting under 
water, it is impossible to estimate its specific gravity by 
weighing in water in the ordinary way, and it is therefore 
necessary to use a liquid which does not put in motion its 
setting properties. The most convenient and generally 
used liquids for this purpose are ordinary paraffin and 
turpentine. 

The method used by some operators of ascertaining the 
specific gravity of cement, is to simply estimate the weight 
of paraffin of known specific gravity displaced by 100 
grains of cement, and calculate the specific gravity of the 
latter therefrom. For this purpose an ordinary specific 
gravity bottle with a perforated stopper is used, the weight 
of which is counterpoised on the balance. It is then filled 
with paraffin and weighed. The stopper being perforated, 
enables jjj to be filled without any of the liquid escaping 
down the side, any slight excess being readily intercepted 
through the stopper. The weight of the paraffin being 
recorded, the greater part of it is emptied out, and the lOO 
grains of cement introduced into the bottle by means 
of a small funnel. The stopper is then replaced, and the 
bottle and the contents are gently shaken to get rid of any 
air-bubbles. The bottle is then again filled with paraffin 

U 
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and weighed : its weight, minus the 100 grains of cement, 
gives the actual weight of paraffin present, and the differ- 
ence between that figure and the weight of the bottle filled 
with paraffin only, gives the weight of the paraffin displaced 
by the 100 grains, or, in other words, the relative weights of 
similar bulks of paraffin and cement. The weight of the 
substance taken, divided by the weight of paraffin dis- 
placed, gives the specific gravity of the cement compared 
with paraffin ; this result, multiplied by the specific gravity 
of the paraffin, gives the specific gravity of the cement. 
The specific gravity of the paraffin is, of course, easily 
ascertained by means of an ordinary hydrometer, and the 
only calculation necessary is — 

Weight of cement taken x S.(k of paraffin ^ ^ r 

^ — —— = S.G. of cement. 

Weight of paraffin displaced ^ 

As the weight of cement taken was 100 grains, it merely 
means dividing the specific gravity of the paraffin by the 
weight of paraffin displaced, and moving the decimal point 
two places to the right. 

A very convenient apparatus for determining specific 
gravity is that devised by Mr Mann, an illustration of 
which is given in fig. 88. Mr Mann describes his 
apparatus as follows ^ : — 

“ It consists of a small glass vessel, holding, when filled 
to a mark A on the neck, a given quantity of liquid, and of 
a glass pipette furnished with a graduated stem and stop- 
cock, and containing, when filled tq, a mark B on its upper 
extremity, a volume of liquid equal to that held by the first- 
mentioned vessel, minus the quantity displaced by ICXX) 
grains of the densest substance intended to be examined. 

“ In using the gravimeter the pipette is filled to the mark 
B with paraffin, turpentine, spirits of wine, or any other 

^ Proceedings Institution Civil Engineers^ vol. xlvii. pp. 251 and 252. 
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liquid which does not act on the cement (preferably 
paraffin) ; 1000 grains of the cement are then introduced 
into the smaller vessel, which is placed 
under the pipette and filled to the 
^mark A. Before this is quite com- 
pleted, the vessel may be corked, and 
the contents shaken to remove any 
small air-bubbles that may be en- 
tangled in the cement. The height of 
the column of liquid remaining in the 
pipette determines the specific gravity, 
which can be at once read off on the 
graduated stem. It is manifest that 
the denser the substance operated 
upon, the less liquid will be displaced 
in the sm^ler vessel, and therefore 
the less will remain in the pipette, and 
vice versa. In reading the accom- 
panying gravimeter, the second place 
of decimals is estimated. Any greater 
degree of delicacy may be obtained 
either by diminishing the diameter of 
the stem or by reducing the range. 

“The specific gravity of any solid substance coming 
within the range of the instrument can, of course, be taken 
in the same manner. The advantages claimed for this 
gravimeter are, that neither the density nor the tempera- 
ture of the liquid used need be taken into account ; one 
weighing is sufficient, and all arithmetical calculations are 
dispensed with ; it is also inexpensive, and requires little 
skill in manipulation. 

“ In order to test the accuracy of the instrument, a small 
piece of granite was reduced to powder and its specific 
gravity taken by the gravimeter; the specific gravity of 

U 2 
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an unpulverised piece was then ascertained by the ordinary 
method. Similar experiments were also made with a piece 
of limestone. The results were : — 

r 'f f Specific gravity by gravimeter ) 2*62 

^ ordinary method J 2 ‘63 

gravity by gravimeter I 270 

„ ordinary method J 271” 

This apparatus certainly has the advantage of simplicity, 
only one weighing (that of the 1000 grains of cement) being 
necessary, and no calculation being required. The author’s 
experience of it is, that it is very difficult to get rid of 
all the air-bubbles ; the method of corking and shaking 
suggested by Mr Mann would unavoidably lead to loss 
of liquid, and consequently an erroneous result. Another 
source of error is, that the bulk of the liquid is sensibly 
affected by the slightest change in temperature, to say 
nothing of the probable loss by evaporation. Although 
not scientifically accurate, this apparatus is perhaps 
sufficiently so for general work, especially if 
the mean be taken of several experiments; 
it is, however, now more or less obsolete, 
having been replaced by more modern and 
accurate methods of determination. 

Fig. 89 shows Keate’s double bulb specific 
gravity flask, to which the same remark 
applies. As will be seen from the illustra- 
tion, it consists of two bulbs, one ^bove the 
other, the neck of eadh bulb being marked. 
The bottom bulb is of any given capacity, 
but the capacity of the upper bulb between 
Fig. 89. marks is that of looo grains of water 

at normal temperature. To ascertain the specific gravity 
by this apparatus, the lower bulb is filled with paraffin up 
to the mark on the neck, and the weight of the whole taken. 
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The cement is then introduced into the flask until the liquid 
rises to the mark on the neck of the upper bulb. The 
whole being again weighed, the increase in weight gives 
the weight of a bulk of cement equivalent to a bulk of 
^ 1000 grains of water. The specific 
gravity of the substance is, of course, 
the increase in weight divided by 
1000. 

There are several forms of specific 
gravity apparatus in use on the Con- 
tinent, of which the most popular 
is, perhaps, that of Schumann, 
shown in fig. 90. It consists of a 
graduated tube A, ground, stopper 
fashion, into the neck of a small 
flask. This tube is graduated into 
tenths of a cubic centimetre, the 
graduated portion ranging from 
zero to 40 c.c. To estimate the 
specific gravity by this apparatus, b 
the stoppered tube is tightly fixed | 
into the neck of the flask, and \ 
paraffin introduced until both flask Fig. 90. Fig. 91. 
and tube are filled up to the zero mark or one of the first 
graduations on the scale. The exact reading being taken, 
100 grammes of cement are thereupon gradually introduced 
down th« tube, and the reading again taken. The differ- 
ence between the readings gives the displacement of the 
paraffin, which indicates the bulk occupied by the 100 
grammes of cement. As the space occupied by the 
paraffin is considerably affected by the least variation in 
temperature, it is essential that its temperature should 
be the same at each reading, and for that purpose the 
bulb of the apparatus is placed under water of constant 




294 


Portland Cement Testing 


temperature a short time before the height of the liquid h 
read off. 

Fig. 91 shows a modification of the Schumann apparatus 
devised by M. Candlot. It is exactly the same in every 
respect, except that the top of the 
tube terminates in a bulb. A suffi- 
cient quantity of paraffin is intro- 
duced into the bulb, so that wher 
the flask is attached, and the appa- 
ratus reversed, the flask is filled as 
far as one of the first graduations o\ 
the scale. Again reverse the appa- 
ratus so that the paraffin flows back 
into the bulb, and then introduce 
100 grammes of cement into the 
flask. On again carefully tilting the 
apparatus, the paraffin flows back 
into the flask, and the displacemeni 
caused by the cement is shown or 
the graduated tube. As with the 
Schumann apparatus, the accuracy 
of this volumeter depends to a con- 
siderable extent upon the tempera- 
ture of the paraffin being the same 
at each reading, and the temperature 
should therefore be equalised before 
the height of the liquid is- read off 
by immersin^^ it for a short time in 
water. 

Fig. 92 shows the apparatus de- 
signed by M. H. Le Chatelier, which 
is recommended by the French Commission des M^thodes 
d’Essai des Mat^riaux de Construction, and is alsc 
adopted by the American Standard Specification. As 
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will be seen from the illustration, it consists of a flask of 
about 120 c.c. capacity, having a neck about 20 cm. long 
and about 9 mm. in diameter. About half-way up the 
neck is a bulb of exactly 20 c.c. capacity, indicated by 
marks above and below it. Commencing at the mark 
above the bulb, the tube is graduated from zero to 3 c.c. 
in tenths uf a centimetre. The method of using the 
apparatus is as follows : — Fill the flask with paraffin up 
to the mark below the 20 c.c. bulb, weigh out exactly 64 
grammes of cement and introduce it into the neck of the 
flask by means of a funnel. The bottom of the funnel 
should reach just below the first graduations, so that should 
the powder fall against the side of the neck, it will be below 
the space eventually occupied by the paraffin, and will not 
affect the accuracy of the results. The cement is added 
until the jfaraffin rises to the zero mark on the neck above 
the 20 c.c. bulb. The remainder is then weighed, and the 
quantity that has been introduced into the bottle, corre- 
sponds with the weight of cement equivalent to 20 c.c. of 
water. An alternative arrangement is to introduce the 
whole of the 64 grammes, and by reading off on the 
graduated scale the additional space occupied over and 
above 20 c.c., the bulk of the liquid displaced is estimated ; 
then, as before, the weight of cement taken, divided by the 
weight of water (or its equivalent in bulk) displaced, gives 
the specific gravity of the substance. To equalise the 
temper^ure of the liquid, the bulb should be immersed in 
water a short time before each reading. 

With every apparatus for determining the specific gravity 
of cement, the ciifficulty is to get rid of the air bubbles 
entangled between the particles, or, as with the Schumann 
type of apparatus, carried down by them on their passage 
through the liquid ; and unless these air bubbles are en- 
tirely expelled by gently tapping or shaking, or other 
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means, the result will be proportionately erroneous. When 
using volatile liquids, the loss caused by evaporation may 
be considerable, especially in warm weather, and there- 
fore the temperature should be kept as nearly normal as 
possible. 

Specific gravity is a test which is enforced by many 
of the standard specifications, including the British, the 
U.S.A., and others, although it is omitted from those of 
France and Germany. As will be seen from the Appendix, 
the British Standard Specification stipulates a specific 
gravity of 3*15 when freshly ground, and 3‘io when four 
weeks old. The value of the specific gravity as a test of 
quality is, however, very problematical, and in this respect 
the author cannot better express his views than to give an 
abstract of his paper on the Specific Gravity of Portland 
Cement, published by the Institution of Civil Engineers 
in 1906,^ which embodies a very exhaustive series of 
researches on the subject. 

“The specific gravity of Portland cement has long been 
considered a test of its quality, and is specified as such 
in the recently issued British Standard Specification. It 
is held to denote the degree of calcination to which the 
cement has been subjected in the course of manufacture, 
a high specific gravity indicating a thoroughly burned 
material, and vice versd ; it is also considered to indicate 
adulteration with materials of different specific gravity. 

“ It is well known that, owing to absorption of \yater and 
carbonic acid (having specific gravities of ro and 0*88 
respectively), the specific gravity of cement decreases with 
age, or after aeration, but the author was surprised to find 
that, after ignition at red heat to expel the water and 
carbonic acid, and to reduce the material to practically the 
sape condition as regards these substances as when it left 

^ Proceedings Institution of Civil Engineers^ vol. clxvi. p. 342. 
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the kiln, the specific gravities of various cements were so 
nearly identical, as to render the test of little or no value 
as an indication of quality. The results of preliminary 
experiments with thirty different cements, having specific 
gravities varying between 3*026 and 3*138 (i.e, a difference 
of 0*1 12), showed that, after ignition, the specific gravities 
differed by only 0‘0i6, which is well within the range of 
experimental error in ordinary technical determinations. 

“In order to test the generally accepted theory that 
specific gravity is an indication of the degree of calcination, 
twenty-eight samples of black, well-burned and yellow, 
under-burned clinker from the same kiln or charge were 
obtained from various works, and the specific gravity of 
each sample was ascertained (i) in the condition in which 
it was received, and (2) after ignition at red heat The 
results showed that all the yellow under-burned samples, 
when they had absorbed any appreciable amount of water 
and carbonic acid, had a much lower specific gravity than 
the well-burned samples, but that after ignition at red heat, 
the specific gravities of the well-burned and under-burned 
materials were practically identical, indicating that the 
difference was merely due to absorption of water and 
carbonic acid. A notable fact in connection with this 
series of experiments was that, out of thirteen samples of 
yellow under-burned material fresh from the kiln, no less 
than eight would have fulfilled the requirements of most 
ordinary specifications for well-burned cements, as regards 
specific gravity. The subject was therefore investigated 
further, and instead of merely ascertaining the total loss 
on ignition before determining the specific gravity, the 
percentage of water and carbonic acid was estimated 
separately. This was done with forty-one different 
cements, which were not in any way specially chosen for 
the purpose, but were ordinary samples passing through 
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the author’s hands in the usual course of his practice. 
The samples were afterwards classified for more convenient 
reference, and comprised English, Belgian, and German 
artificial Portland cement ; Belgian natural cement ; 
cement produced by the lately introduced rotatory kilns ; 
and also cement adulterated with various adulterants. 
In all these experiments the result was practically the 
same. Samples which in their commercial condition 
differed widely in specific gravity, were found to have 
practically the same specific gravity when ‘ loss free,’ i.e. 
after ignition at red heat, and consequent expulsion of the 
water and carbonic acid absorbed since calcination. This 
similarity suggested that, having ascertained the percentage 
of water and carbonic acid contained in the ignited sample, 
and the specific gravity of the ‘loss free’ material, it 
should be possible to deduce the specific gravlity of the 
unignited sample; or, in other words, given the specific 
gravity of the material in the condition in which it left 
the kiln, its specific gravity after it has absorbed given 
amounts of water and carbonic acid should be deter- 
minable by means of a formula. This formula was found 
to be 

— ; — ^ 5 ^ = (o'ooSo X percentage of HnO) 
unignited specific gravity 

-f- (0*0055 percentage of COg) 
100 - (percentage of HgO -I- percentage of CO2) 

100 (ignited specific gravity - 0*048) 

e 

In several of the tables accompanying the paper a column 
is added giving the specific gravity calculated from this 
formula, which is found to agree very closely with the 
actually determined specific gravity, thus proving the 
author’s contention that the specific gravity of cement 
depends entirely upon absorption of water and carbonic 
acid. 
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“ The main body of the experiments having been made 
with ordinary commercial samples containing comparatively 
little water and carbonic acid, additional experiments were 
made with two cements of first-class quality, which had 
been exposed to the atmosphere for eighty days, during 
which period they had been periodically examined, and 
had finally absorbed water and carbonic acid to the extent 
of about 10 per cent, altogether. The result was the 
complete corroboration of previous experiments, showing 
as before that the specific gravity depended entirely upon 
the water and carbonic acid absorbed, which could be 
exactly allowed for by calculation. Based on these ex- 
periments, calculations have been made of the decrease in 
specific gravity for each i per cent, of water or carbonic 
acid absorbed; the results are shown in the following 
table : — * 


Calculated Specific Gravity of Portland Cement. 

(Assuming ordinary cement free from gypsum), if aerated with (i) 
water only, and (2) carbonic acid only. 



Specific 

Gravity 

1 0 per 

I per 

2 per 

3 per 

4 per 

S per 

6 per 

|7per 

8 per 

9 per 


after 

Ignition. 

cent. 

cent. 

cent. 

cent. 

cent. 

cent. 

cent. 

cent. 

cent. 

cent. 

(l) Water 
only 

} 3.248 

3-200 


3 ' io 3 

3*057 

3-012 

2-969 

2-927 

2-885 

2-894 

1 

2-804 

(2) Carbonic 
acid only 

} - 

3-200 

3-167 

3*152 

3-129 

3-106 

3-083 

3-061 

1 

3*039 

3*017 

2-996 


“Tl^se experiments having been conducted in a somewhat 
more careful manner than those first described (i,e, rather 
as a matter of scientific research than of ordinary technical 
determination), it was thought advisable to verify the 
results obtained in the first instance with well-burned and 
under-burned clinker, and further samples, twenty-three in 
number, were therefore obtained, representing practically 
the entire English cement industry. The results fully 
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corroborated the previous experiments in every respect, 
and fully demonstrated the fact that the degree of calcina- 
tion in no way affects the specific gravity when the clinker 
is fresh from the kiln. 

“ Having regard to the difference in apparent density 
and weight between the black well-burned and the yellow 
under-burned clinker, the porosity of small pieces of each 
degree of calcination was determined, and showed that the 
porosity of the yellow under-burned clinker was 66-65 
cent. ; of the intermediate clinker 57 2 per cent. ; and of 
the well-burned clinker 22-6 per cent. ; in other words, 
9 parts by volume of yellow under-burned clinker become 
on further calcination 7 parts of intermediate and 4 parts 
of well-burned clinker. 

“ For purposes of reference the chemical analyses of all 
the samples of cement used in the experiments are given 
in an appendix to the paper. 

“Briefly summarised, the conclusions which may be 
drawn from the experiments are : — 

“(i) That the specific gravity of Portland cement is no 
indication whatever of proper calcination. 

“(2) That the specific gravity of Portland cement 
depends upon its age, and the opportunities which it has 
been afforded of absorbing water and carbonic acid from 
the atmosphere. 

“(3) That the specific gravity of Portland cement, al- 
though of no use in determining calcination, may sonpetimes 
be of corroborative value in determining slag and other 
adulteration. 

“(4) That, given the specific gravity of the ignited 
sample, and the percentage of water and carbonic 
acid expelled by ignition, the specific gravity of the 
unignited material may be calculated with a fair degree 
of accuracy.” 
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Colour 

The colour of a cement is very often of considerable 
value to the experienced operator in roughly estimating its 
probable qualities. This remark is more especially true 
from a manufacturers point of view, as, knowing the 
colour which his product should be if properly proportioned 
and calcined, he can generally detect any serious fault, 
either in proportion or calcination, from the appearance of 
the cement, either when in a state of powder or gauged 
into a briquette or pat. It is, therefore, a very general 
custom to leave one pat from each set of briquettes 
exposed to the air for a few days, in order to determine 
the colour of the sample. The colour of a well-proportioned 
and well-calcined cement should be of a cold blue-grey 
when in the powdered condition ; if of a brownish colour, 
or, as it is technically called, “foxy," it denotes either 
insufficient calcination, or the use of an unsuitable clay, or 
possibly excess of clay. A cement that contains an excess 
of clay is, as a rule, extremely quick setting, and never 
attains any very great strength. Generally speaking, a 
dark,bluish-grey colour denotes a thoroughly burned cement, 
‘ and one that contains a sufficiency of lime. For construc- 
tive purposes, the colour of a cement is a secondary con- 
sideration, unless used for stucco and similar work where 
it is exposed to view. In that case the colour is of some 
considirable importance, as nothing looks more disagreeable 
than a piece of cemfent plastering, such as the wall of a 
building, which instead of being of a dark, cold blue-grey 
colour, is a dirty “ foxy ” brown. This “ foxy " colour is 
sometimes brought about by excessive trowelling, especially 
when a cement is quick setting, and, as .sometimes happens, 
is worked for a moment or two after setting has actually 
commenced. The effect of over-trowelling on the colour 
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of a cement was lately very clearly illustrated in the 
author’s testing room. Of a series of samples which were 
taken from the same bulk, the trial pats of two were 
gauged immediately on receipt, and the remainder, owing 
to unavoidable circumstances, had to be left till a few days 
later; during this time they became quicker setting, so 
quick setting indeed that they could with difficulty be 
gauged. The pats of each were left in air, and those 
which afforded plenty of time to the operator were of a 
very good colour, while those which were barely finished 
before setting had commenced, were of a very disagreeable 
brown “foxy” colour on the surface. The same thing 
may often be noticed with briquettes made from a very 
quick-setting cement, the trowelled surface which is ex- 
posed to the air, frequently developing the brown colour 
previously mentioned. Another matter of manipulation 
which often affects the colour of a sample, is the amount 
of water used for gauging ; with a slow-setting cement, the 
less water used, the darker and better will be the colour of 
the surface of the briquettes, where exposed to the air. It 
is usual to cover the briquettes after gauging with a damp 
cloth, or to place them in a damp, cloth-lined box during 
the twenty-four hours in which they are left in air, which, 
in addition to preventing the undue evaporation of the 
water used for gauging, will be found to greatly preserve 
and improve their colour. Should the cement contain any 
appreciable quantity of under-burned particles, tl>fjy will 
have a tendency to rise to the suiface with the water 
during the shaking and trowelling of the briquettes, owing 
to their lighter gravity ; a film of a yellowish-brown colour 
is thus formed on the surface, which is very plainly dis- 
tinguishable in the section of the briquette after fracture. 



CHAPTER VII 

CHEMICAL COMPOSITION 

Takkn in conjunction with a mechanical examination and 
physical tests, a knowledge of the chemical composition of 
a cement is of great importance in determining its construc- 
tive value. Its chief value is in estimating the amount of 
active ingredients present, and also in detecting any excess 
of deleterrous constituents. It is, however, of very little use 
by itself in the determination of the value of a sample, for 
although the cement may contain the correct ingredients, 
yet, owing to faulty incorporation of the raw materials, 
imperfect burning, or insufficient grinding, it may possess 
anyk but the properties of a good Portland Cement, these 
being points upon which an analysis throws little or no 
light. Although it may be possible occasionally to form 
a definite opinion as to the probable qualities of a sample 
from its chemical composition, owing to excess or in- 
sufficiency of certain constituents, such opinion should 
always J)e confirmed by careful physical tests. 

Lime, combined as silicates and aluminates, is the chief 
active ingredient of cement, and it has been found in 
practice that, within certain limits, the more lime a cement 
contains, the greater is its strength, although, if more 
lime is present than can combine chemically with the other 
ingredients, the cement, after setting, will subsequently blow 
and disintegrate. Apart from the chemical composition of 
303 
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the raw materials, and the percentage of lime necessary to 
form the definite silicates and aluminates contained in a true 
Portland Cement, the amount of lime which a cement will 
safely bear, depends largely upon the care and attention 
which has been expended upon the several processes of 
manufacture. A thoroughly mixed, well burned, and finely 
ground cement will bear, with safety, a considerably higher 
percentage of lime than one made from the same raw 
materials, which have been badly incorporated, imperfectly 
calcined, and coarsely ground. In the first instance, the 
mechanical mixture being imperfect, the subsequent 
chemical combination by calcination is also imperfect, 
owing to the particles of chalk, or carbonate of lime, being 
insufficiently reduced to completely combine with the 
silica and alumina, thus resulting in free or loosely com- 
bined lime. In the second case, insufficient heat has been 
applied to cause the proper chemical combination of the 
lime with the silica and alumina ; and, by coarse grinding 
of the calcined material, any small particles of uncombined 
lime, which in a finely ground cement would be exposed 
to the immediate action of the water during gauging, and 
thus rendered innocuous, are confined within the coarse 
particles, and their subsequent hydration and expansion 
cause the disintegration of the mass. 

As a case in point, the following analyses may be quoted 
as showing the composition of two cements of practically 
similar constituents, made at the same works fpm the 
same raw materials, and yet differing materially in physical 
properties, owing to faulty manufacture of one. Sample A, 
which was badly washed, i.e. the raw materials imperfectly 
incorporated — although it contained only i per cent, more 
lime than sample B, was burned to the same degree of 
hardness, and ground to the same fineness — proved to be 
utterly unsound ; while, on the other hand, sample B, which 
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was properly washed, i,e. the raw materials thoroughly 
amalgamated in the first process of mechanical mixture, 
gave perfectly satisfactory results. 



A. 

B. 

Silica 

24*5 

23-6 

Alumina . 

8-8 

9-1 

Lime .... 

62’2 

6i'i 


According to Lc Chatelier^ the minimum proportion ot 
lime in a true Portland Cement should not be less than — 

CaOMgO _ 

810^203“ 

nor the maximum greater than — 

C^OMgO _ 

SiOoAiPijFePg 

In putting forward these formulae, Le Chatelier assumes 
that not more than three equivalents of lime or magnesia 
can enter into combination with silica and alumina. 

A very interesting series of researches as to the constitu- 
tion of cement was carried out a short time ago by Messrs 
Newberry ,2 of New York. By synthesis they determined 
that — 

1st. Lime may be combined with silica in the proportion 
of 3 molecules to i (3Ca0Si02), and still give a product 
of practically constant volume and good hardening proper- 
ties, though hardening very slowly. With 3J molecules of 
lime to i of silica (3^Ca0Si02) the product is not sound, 
and cracks in water. 

2nd. Lime may be combined with alumina in the 
proportion of 2 molecules to i (2Ca0Al203), giving a 
product which sets quickly but shows constant volume 
and good hardening properties. With 2 \ molecules of 

^ Annales des Mines ^ 1887, p. 345. 

^ Society of Chemical Industry^ Nov. 1897, p. 889. 


X 
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lime to I of alumina (2jCa0Al203) the product is not 
sound. 

The formula 3Ca0,Si02 corresponds to 2*8 parts lime 
(CaO) to I part silica (SiOg), and the formula 2Ca0Al203 
corresponds to ri by weight of lime (CaO) to i of alumina 
(AI2O3), and therefore the following formula is given as 
representing the maximum of lime in an ideal Portland 
Cement ; — 


%CaO - %Si02 X 2*8 + %A\2O3 x ri. 

By a series of synthetical experiments with mixtures 
containing various percentages of alumina, they show that 
cement prepared according to the above formula gives 
satisfactory results, whereas cement containing 3 mole- 
cular proportions of lime to i of alumina, according to 
the maximum laid down by Le Chatelier’s formulae, is un- 
sound, thus showing that the lime limit has been exceeded. 
It is, perhaps, needless to reiterate, that the proportions 
above mentioned refer only to an ideal cement, the raw 
components of which have been most intimately com- 
mingled, and thoroughly and evenly burned, and w^ould 
scarcely answer with the comparatively crude methods 
of treating the raw materials in the ordinary course of 
manufacture. 

Later researches by Messrs Day and Shepherd of the 
Carnegie Institute, Philadelphia, based upon microscopic 
as well as chemical evidence, tend to show that tr^calcium 
silicate cannot be prepared from •lime and silica alone, 
and that the compound prepared synthetically by Messrs 
Newberry was not true tri-calcium silicate, but was really 
a substance composed of di-calcium silicate and calcium 
oxide. The literature on the subject of the constitution 
of cement is very conflicting; a theory based upon 
apparently sound conclusions is brought forward by one 
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experimenter, to be as conclusively refuted shortly after- 
wards by the researches of another, so that our definite 
knowledge of the subject is, at present, in a somewhat 
nebulous condition. Whether Messrs Newberry are right 
^or wrong in their claim of having produced the several 
silicates and aluminates of lime synthetically, the author 
has found their formula above quoted, as to the maximum 
lime content permissible in an ideal Portland Cement, 
to give very good results in practice. He is frequently 
called upon, in the course of his ordinary practice, to 
examine and advise upon the suitability of raw materials 
for cement-making purposes, and to practically test their 
suitability by making cement from them on an experimental 
scale. For this purpose, he always makes use of the above 
formula in determining the proportions of the raw materials, 
and he has always found that if the lime content is kept 
about 2 per cent, below the maximum given by this 
formula, to allow for the difference between the perfect 
theoretical mechanical mixture and that obtainable under 
working conditions, the results are invariably satisfactory. 
There is, of course, this difference between cement thus 
produced in a laboratory and that manufactured on a 
commercial scale: in the latter case considerable allowance 
has to be made for contamination and distortion of the 
composition of the material by the ash of whatever fuel 
may be used for the calcination, whereas in a laboratory 
kiln, in ^hich gas is used as the heating agent, no such 
allowance is necessary.' 

According to the British Standard Specification, the 
amount of lime permissible in a cement “shall not be 
greater than the maximum, nor less than the minimum 
ratio, (calculated in chemical equivalents), represented by 

=2 85 or 2*0 respectively.” 

S1O2+ AlgOg 



3 o 8 Portland Cement Testing 


An example is given as follows : — 

“ Molecular weight of lime = 56 
„ „ silica ^ 60 

„ „ alumina =102 

In the case of a cement containing 63*28 per cent, of lime, 
216 per cent, of silica, and 8*i6 per cent, of alumina, the pro- 
portion of lime to silica and alumina would be as follows: — 


Alumina (AI2O3) 


•36 + '08 


It will be observed that in the above formula, as in 
that put forward by Newberry, both magnesia and iron 
are ignored in calculating the ratio of acids to bases, 
while the total lime is also taken, making no allowance 
for that which may be in combination with the sulphuric 
anhydride, either as added gypsum or otherwise. 

The determination of the ratio, or hydraulic modalus, 
by this formula, involves quite an elaborate calculation, 
occupying from five to ten minutes, according to the 
skill and experience of the calculator ; to obviate this waste 
of time, the author, in collaboration with a former chief 
chemist, Mr G. J. Fenwick, devised a diagram or chart, 
working on the slide-rule principle, by which the de|ermina- 
tion can be made in fifteen second's. An illustration of 


this chart, which is mounted on stiff cardboard about 
22 by 17 inches, is given in fig. 93. 

The diagram is ruled ofT with the percentages of lime 
as ordinates, and the percentages of silica as abscissae, 
the percentages of alumina being on a sliding scale beneath 
the abscissae. All that is necessary, to determine the 
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British Standard Specification for Portland Cement 


DIAGRAM FOR ASCERTAINING AT A GLANCE. FROM THE ANALYSIS. THE 
HYDRAULIC MODULUS OR RATIO OF LIME TO SILICA AND ALUMINA 



Fig. 93. 


hydraulic modulus, is to place the zero of the sliding 
alumina scale to exactly correspond with the percentage 
of silica, and at the point where the vertical line above the 


HYDRAULIC MODULUS 
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percentage of alumina intersects the horizontal line corre- 
sponding to the percentage of lime, follow the oblique line 
upwards to the right, at the top of which will be found 
the hydraulic modulus. 

How deceptive the figures of an analysis may be, 
unless the hydraulic modulus is ascertained, is shown by 
the two following examples, in which a lower percentage 
of lime yields a higher hydraulic modulus, although the 
total soluble clay constituents are the same in each : — 



A. 

B. 

Water and carbonic acid . 

2*00 

1*90 

Insoluble residue 

I '00 

*80 

Silica .... 

20'00 

21*00 

Alumina .... 

7 ’00 

6-50 

Oxide of iron . 

3*40 

2*90 

Lime .... 

64*90 

fi5’3o 

Magnesia .... 

roo 

1*00 

Sulphuric anhydride . 

•40 

•40 

Alkalies and loss 

*30 

*20 


100*00 

100*00 

Hydraulic modulus . 

2-88 

2*82 


Silica, in the form of silicate of lime, is generally con- 
sidered to be responsible for the hardening properties of a 
Portland Cement, apart from its setting properties, and some 
writers go so far as to assert that, as soon as the cement 
is set, the function of the aluminate of lime ceaseg. This, 
however, has by no means been praved, and some natural 
cements are made in France which consist almost entirely 
of aluminate of lime. It is well known in actual practice 
that the hardening of cements and of hydraulic limes is 
greatly accelerated and increased if they are subjected to 
a bath of silicate of soda; and the application of this silicate 
bath, in some form or other, is the basis of the principal 
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claim in more than one patent for indurating paving 
slabs and other moulded materials composed of Portland 
Cement. 

Aluminate of lime is generally considered to be re- 
sponsible for the setting properties of a cement, as distinct 
from its subsequent hardening ; this view is corroborated by 
general experience, for, as a rule, the greater the quantity of 
alumina present, the quicker setting the cement. Assum- 
ing Le Chatelier’s theory of supersaturation to be correct, 
it is very evident that, as the aluminate of lime is the more 
soluble ingredient, the greater the amount of aluminate 
present, the more readily will supersaturation occur, and 
therefore the more rapid will be the formation of crystals 
and the consequent setting of the sample. 

The action of oxide of iron in cement is a little obscure, 
though if!t is present in excess, the colour of the cement is 
more or less affected, owing to the oxide imparting some of 
its colour to the cement. Cement prepared synthetically 
by Messrs Newberry,^ from silica, alumina, and lime only, 
was perfectly white, whereas when iron oxide was substi- 
tuted for alumina, the resulting cement was a dark grey. 
According to Le Chatelier, mixtures of iron oxide and lime 
yield, on burning, products which slake with water but 
possess no hydraulic properties. Messrs Newberry state 
that iron oxide combines with lime in the same manner as 
alumina, but the amount present in ordinary clays is so 
small, jnd the quantity of lime with which it will combine 
so insignificant, that 'ts effect is extremely difficult to trace. 
The author’s experience is that a moderate percentage of 
iron does not materially affect the constructive value of the 
cement, and that its chemical action is somewhat similar 
to that of alumina. 

Sulphuric anhydride in excess, say more than 3 per 

^ Society of Chemical Industry^ Nov. 1S97, p. 889. 
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cent., is frequently a source of danger, and a case oc- 
curred a short time ago where that constituent caused 
serious trouble to the manufacturer. It was found that 
the cement occasionally had a tendency to “ blow,” some- 
times in a very marked degree, and as the percentage of 
carbonate of lime in the slurry was the same in each case, 
it was a little perplexing to discover the cause. On the 
defective samples being analysed, it was found they con- 
tained a considerable exce.ss of sulphuric anhydride; an 
examination was therefore made of the raw materials from 
which the cement was made, and it was found that the 
clay, which was of a blue Gault formation, contained a 
considerable quantity of nodules of gypsum or natural 
sulphate of lime, the quantity varying in different parts of 
the pit. A certain proportion of the sulphates also emanates 
from the coke used in calcination, as raw materials which 
contain no appreciable quantity of sulphate of lime are 
sometimes found to produce a cement containing between 
I and 2 per cent, of that constituent, the presence of which 
can only be attributed to the sulphur in the coke. The 
analysis of various samples of coke ash given on p. 74 bears 
out this view. The presence of sulphur as sulphides is 
generally the chief difficulty to be contended with in making 
cement from alkali lime waste, and up to the present time 
cements made from that material have not met with much 
success, owing to the difficulty in sufficiently cleansing the 
waste of that objectionable constituent. The chie^ danger 
arising from an excess of sulphide is, that its subsequent 
oxidation and conversion into sulphate would probably 
cause expansion and disintegration. 

Magnesia is an ingredient about which there was a 
considerable scare a few years ago, when the failure oc- 
curred at the Aberdeen Harbour Works. The disintegrated 
cement, and the white deposit found in the work that failed, 
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were analysed, and the latter was found to consist largely 
of magnesia ; the inference drawn therefrom was that the 
magnesia in the cement was responsible for the trouble, 
whereas it was conclusively shown by Faija and others, that 
the magnesia was merely deposited in an inert form from the 
sea water, the reaction being, that the sea water dissolved a 
certain amount of lime from the cement, and the solution of 
lime thus formed immediately precipitated the magnesia 
contained in the sea water. An excess of magnesia is not 
desirable, but very few cements made from the chalk and 
clay formations in the Thames and Medway valleys contain 
more than 1*5 per cent The cement made from the Lias 
formations, and from the limestones and clays of North 
Wales, generally contain rather more ; in fact, one factory 
in the latter district, with which the author was connected a 
few years T^ack, produced a very good cement containing as 
much as 5 per cent of magnesia. It is of course preferable 
that a cement should not contain more than 3 per cent, and 
the less the better. The reason why a considerable amount 
of magnesia is dangerous, is that it needs a much higher 
temperature than lime to enable it to combine with the 
acid constituents, and therefore an excess is generally in 
a more or less uncombined state. 

Most cements contain a small percentage of potash and 
soda, or “ alkalies,” as they are generally classed in an 
ordinary analysis, but the percentage is so small, and their 
effect ^f so little importance, that they are usually not 
worth estimating separately. Instances have, however, 
occurred of cements made from the lime waste of alkali 
works giving anything but satisfactory results, and the 
only fault that could be found with their chemical com- 
position was a slight excess of alkali. In one particular 
instance, a pat having been made and left in air in the usual 
course, a thick white furry efflorescence was found to have 
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been formed on its surface a few hours afterwards, whi( 
proved to consist chiefly of carbonate of soda. T\ 
was evidently due to the water used for gauging havii 
dissolved out the alkali, which would be broug-ht to tj 
surface with the water when the pat was smoothed o 
with the trowel, and the subsequent setting- of the samph 
absorbing the water, the alkali, which probably consistea 
of free caustic soda, combined with the carbonic acid in the 
atmosphere and thus caused an efflorescence. 

A great deal has been said and written about “ free 
lime” in cement as forming the chief disintegrating ingre- 
dient, but it has by no means been proved that free lime, 
fe. lime in an actually free state, really exists, even in 
an unsound cement. Recent personal research suggests 
the impossibility of lime, which has been subjected to a 
high temperature in the presence of acid sificates and 
aluminates, remaining unattached thereby, and it is there- 
fore difficult to conceive how “free lime” can exist in a 
Portland Cement compound. The same research suggests 
that the truer explanation of what causes subsequent 
expansion and disintegration in cement, is that a vitreous, 
unstable high-lime compound is formed, which slakes or 
hydrates so extremely slowly, that it may be months before 
visible hydration even commences ; but in such cases hydra- 
tion is accompanied by enormous expansion, the increase 
in bulk amounting to many times the original size of the 
mass, sufficient to cause the disruption and total disintegra- 
tion of the previously set particles in^the cement. 

The insoluble residue of a cement indicates the amount 
of uncombined silica and alumina, generally in the form of 
sand and clay, and if, therefore, any considerable amount of 
insoluble matter is present, it suggests either that a bad 
sandy clay has been used, or that the clinker has become 
contaminated by the ash of the fuel* used for calcination 
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purposes ; or it may be due to adulteration. If the sand 
in a clay is in a very finely divided form, it will be found 
to combine with the other constituents on calcination, or, 
in other words, the lime will absorb it unless it is of a very 
coarse nature. This remark applies more especially to 
material calcined in a rotary kiln, in which 2 or 3 per cent, 
of fine sand is sometimes purposely added to the raw 
materials, and ground up with them, in order to render the 
slurry or compo more siliceous, and therefore more refractory 
and less easily fusible, so as to prevent the formation of 
clinker rings. As regards adulteration, most of the materials 
used for this purpose, such as natural rocks, contain a very 
considerable amount of insoluble matter, and if, therefore, 
a sample of cement contains more than 2 or 3 per cent, 
of insoluble residue, it should be carefully examined both 
chemically and microscopically to determine this point. 

According to the British Standard Specification the 
maximum percentage of insoluble residue allowed is 1*5 
per cent. Pure rotary clinker as it comes from the kiln 
does not as a rule contain more than J per cent, at the 
mojt, and sometimes less, and the same remark applies 
to picked clinker from continuous or intermittent vertical 
kilns. The chief source of insbluble residue in the latter 
is the fine dusty matter found among the clinker, chiefly at 
the bottom of the kiln, which contains the greater part of 
the fuel ash, and therefore properly should be rejected as 
an adijjterant, though such a course would add some- 
what to the cost of the product. An occasional source of 
insoluble residue in rotary kiln clinker, which also applies 
to the product of all kilns, is the presence of small particles 
of flint, chipped from the flint pebbles used in the tube 
mills for pulverisation purposes. On examination of the 
insoluble residue after separation, these small particles are 
readily recognised by their characteristic appearance. 
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The estimation of the insoluble residue is held by some 
to afford an indication of the perfection or otherwise of the 
mechanical mixture and subsequent calcination of the raw 
materials, but the author’s experience is that the difference 
in this respect between the cement produced from a well- 
washed and badly washed slurry is so slight, that it really 
affords very little guidance. 

With the object of determining the percentage of in- 
soluble residue in cement clinker at different degrees of 
calcination, samples were procured from four different 
works on the Thames and Medway and examined in this 
particular, the results of which are given in the following 
table : — 


Percentage of Insoluble Matter at Different 
Degrees of Calcinatiop. 


Clinker from 

i 

Very much 
Under- 
burned. 

! 

Under- 

burned. 

Slightly , 
Under- 
burned. 

Well- 

burned. 

Cement works A . 

2*67 

nil 

nil 

nil 

„ B . . 

i'93 

0*14 

nil 

t' 

O'lO 

„ c . . 

q 

Vri 

00 

nil 

nil 

nil 

„ D . . 

0*28 

nil 

nil 

nil 


To ensure comparative results, an average sample 
of each kind of clinker was taken from the sarpe kiln. 
The well-burned sample was of a dark, porous, honey- 
combed nature, indicating that the calcination had been 
pushed just to the point of incipient vitrifaction ; the 
slightly under-burned sample was much lighter in colour, 
indicating that the calcination was scarcely completed ; 
the under-burned sample was still lighter in colour and gra- 
vity, while the very much under-burned material consisted 
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simply of slurry which had only been subjected to suffi- 
cient heat to drive off the carbonic acid, and was almost 
yellow in colour. It will be seen that the insoluble 
residue in all the “ welhburned,” “slightly under-burned,” 
and “ under-burned ” samples was practically nil, while in 
only two of the “ very much under-biirned ” samples does 
it exceed i per cent. As all the samples denominated 
“under-burned” were of such a nature as to produce an 
utterly unsound and worthless cement, it seems very 
evident that the estimation of the insoluble residue is not 
much of a guide as to the amount of calcination to which a 
sample has been subjected. It will be seen from the table 
on page 74 that the ash of the coke used for calcination 
consists largely of insoluble matter ; and as these samples 
of clinker were picked specimens, free from the dust of 
the coke sfsh, it suggests very strongly that the fractional 
percentage of insoluble residue usually found in an ordi- 
nary cement, is due principally to the ash contained in the 
fuel used for calcination purposes. 

Some users lay great stress upon the amount of 
carly)nic acid which the cement contains, as indicating 
uncombined lime or insufficient calcination, and specifica- 
tions are met with which require that the quantity shall 
not exceed i per cent All cements, more especially the 
modern very finely ground products, absorb more or less 
carbonic acid and moisture from the atmosphere, and the 
amount^ will sometimes be considerable, depending, of 
course, upon the amount of aeration to which they have been 
exposed. The following experiments, initiated by the late 
Henry Faija some twenty years ago, and completed by 
the author, may be interesting on this point. A perfectly 
sound cement, examined immediately on arrival from the 
manufacturers, was found to contain ’25 per cent, of 
carbonic acid. Part of the sample, designated No. i in 
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the following table, was kept headed up in the cask in 
which it was received, and a part (No. 2) spread out on 
a tray exposed to the atmosphere in a thin layer. Each 
sample thus treated was examined for carbonic acid at 
stated intervals, and the percentage absorbed was found 
to be as follows ; — 


After . 

28 Days. 

3 Months. 

6 Months. 

j 

12 Months. 

2 Years. 

3 Years. 

No. I 

*57 

I '08 

1*57 

2*05 

2*90 

3-21 

No. 2 

1-82 

3 ' 3 o 

4*00 

4-90 

5*05 

5 60 


The above cement, tested for tensile strength at similar 
prolonged periods, carried at three days 325 pounds, at 
seven days 431 pounds, and gradually increased ih strength, 
till, at the end of three years, the breaking weight was 
889 pounds, thus conclusively proving that there was no 
fault to be found with the cement as regards soundness 
or the presence of free lime. 

Except in corroboration of an opinion already formed 
from the yellowish under-burned appearance of the sample, 
the percentage of carbonic acid is not much guide as to the 
calcination to which a cement has been subjected ; more- 
over, as it merely indicates that the uncombined lime has 
become carbonated, and therefore harmless, it is a little 
difficult to understand the importance attached it by 
some users. 





CHAPTER VIII 

ADULTERATION 

According to the dictionary, the literal meaning of the 
word “adulterate*’ is to change to another but worse state, 
hence, to corrupt or debase. Reverting to the brief 
definition of Portland Cement given on p. n, the 
opening paragraph of the British Standard Specification 
(1910 issue) lays down the following rules as to its com- 
position and proportion : — 

“The cement shall be prepared by intimately mixing 
together calcareous and argillaceous materials, burning 
them at a clinkering temperature, and grinding the result- 
ing flinker, so as to produce a cement capable of comply- 
ing with this specification. 

“ No addition of any material shall be made after burn- 
ing other than calcium sulphate, or water, or both, and 
then only if desired by the vendor, and not prohibited in 
writing by the purchaser. 

“(^?)J[f water is used during the process of manufacture, 
it shall not be in greater quantity than 2 per 
cent, of the weight of the cement before addition, 
whether the water has been added mechanically 
(in which case it must be clean and fresh) or 
has been naturally absorbed from the air. 

“(<^) If calcium sulphate, it shall not be in greater 

quantity than 2 per cent, (calculated as anhy- 
319 
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drous calcium sulphate) of the weight of the 
cement before addition.” 

As will be seen on reference to the Appendix, the other 
Government specifications follow on much the same lines, 
and, with the exceptions above mentioned, the addition 
of any material whatever, subsequent to calcination, is 
absolutely prohibited, and held to be an adulteration. The 
question as to the possibility of such additions being an 
improvement or otherwise is not even considered, and it is 
now universally agreed that if such additions are resorted 
to, the mixture must be sold under some other distinctive 
name, and not as Portland Cement. The question as to 
whether certain additions and admixtures should be per- 
mitted, gave rise to a considerable amount of discussion 
some twenty years ago, when certain English manu- 
facturers boldly claimed that the judicious admixture of 
Kentish ragstone, ground up with their cement, not only 
was not an adulteration, but actually improved the quality 
of their cement, and they therefore openly advocated its 
use. Since, however, the cost of the ragstone was not more 
than about one-half that of the cement clinker, and, more- 
over, was much easier to grind, it is to be feared that their 
advocacy was not altogether a disinterested one. 

With the object of ascertaining the actual effect of such 
admixtures, the author instituted a considerable series of 
experiments on the subject, the results of which are 
embodied in the paper which he had the honour of .reading 
before the Society of Engineers in November 1896. 

Kentish rag is a sandy limestone of the lower Green- 
sand formation, consisting chiefly of carbonate of lime, but 
containing more or less sandy or clayey matter, its compo- 
sition varying according to the strata in which it is found. 
The chemical constituents of the particular stone used for the 
experiments in question were found to be as follows : — 
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Water roo 

Insoluble siliceous matter . . , 7'28 

Soluble silica 275 

Alumina 370 

Oxide of iron 3*34 

Carbonate of lime 80-69 

,, magnesia .... -56 


The first series of experiments consisted in ascertaining 
the effect of admixtures of various proportions of finely- 
ground ragstone upon the tensile strength of four different 
Portland Cements, both when tested neat and with three 
parts of standard sand, the amount of ragstone added 
varying from 2 to 50 per cent, and the tests extending 
from seven days to twelve months. The results showed 
that although in some instances the neat briquettes were 
slightly im{)roved by the admixture, the 3 to i sand 
briquettes generally showed a diminution in strength, the 
diminution ranging from 6 to 19 per cent., according to the 
amount of the admixture used. It was further found that 
the weakening effect of the ragstone was greatly intensified 
when^the briquettes were left entirely in air, and also when 
gauged with, and placed in, sea water. The effect of an ad- 
mixture of finely ground sand wasalso tried in one instance, 
and the results suggested that further experiments with that 
substance would be of interest. 

A further series of experiments with three other 
cements j:orroborated the results obtained in the first 
series, viz. that the 3 U i sand briquettes were invariably 
reduced in strength by the ragstone admixture; that an 
admixture of finely ground sand with cement was practi- 
cally of the same value as an admixture of ragstone ; and 
that by leaving the briquettes entirely in air, and also when 
used with sea water, the prejudicial effect of the ragstone 
was much more marked. Altogether the experiments 
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comprised some two thousand briquettes, and conclusively 
showed that, inasmuch as the admixture of Kentish rag 
reduces the adhesive power or cementitious value of the 
cement, it is merely a diluent or adulterant. 

An adulterant, which from personal experience is still 
occasionally met with in Continental samples, and was* 
once rather extensively used by certain north of England 
manufacturers, is blast-furnace slag, probably owing to its 
being readily obtainable, and being somewhat of the same 
colour and appearance as the cement clinker. In the 
absence of any conclusive independent evidence in its 
favour, the author is of opinion that this material is a mere 
diluent or adulterant, inasmuch as by itself it has no cemen- 
titious value. By some it is claimed to be an improvement, 
the fact that slag “ meal ” mixed with slaked lime produces 
a slag cement, being brought forward as an Argument in 
support of this contention; but, inasmuch as Portland 
Cement is an entirely different material from lime, both in 
its chemical composition and the amount of calcination to 
which it has been subjected, it is difficult to see how any 
parallel can be drawn between them. ^ 

With reference to the means of detecting admixtures of 
these materials, viz. Kentish rag and slag, experience has 
proved that the ordinary tests for tensile strength, as a 
general rule, fail to indicate their presence, even when 
in considerable quantity. This more especially applies to 
the neat tests of well-ground cements ; as is shown in 
the paper above referred to, as much as 30 per cent, of fine 
sand may be added to a cement, without appreciably affect- 
ing its strength, when gauged neat. The 3 to i sand test 
shows a marked diminution in strength when the sample 
contains an appreciable quantity of such inert admixture, 
but this, by itself, is not sufficient to enable a decided verdict 
to be given as to whether a cement is pure Portland Cement 
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or not. Perhaps the most certain means of detecting added 
impurities is by chemical analysis, though some of the slags 
so nearly approximate the chemical constituents of a normal 
Portland Cement, that by itself a chemical analysis is not 
always sufficient to determine their presence with certainty. 
Taken in conjunction with chemical tests, the microscope 
will be found of great value for this purpose ; such means 
of detection will be referred to later. 

With regard to Kentish rag, a chemical examination of 
a fairly simple nature is sufficient to detect its presence. 
This substance, consisting of a more or less impure carbon* 
jate of lime, effervesces freely on the addition of hydrochloric 
acid, and therefore a cement containing any appreciable 
quantity of it will exhibit similar characteristics, according 
to the amount of carbonate present. A convenient method 
is to prepal'e a weak solution of acid in a glass dish, and 
drop the cement into it, a small quantity at a time, from 
the point of a penknife ; if the limestone is present in 
any appreciable quantity it will, of course, cause consider- 
able effervescence. As, however, all well-matured cements 
absorb more or less carbonic acid from the air, care must 
be taken that the effervescence, due to the liberation of the 
carbonic acid thus absorbed, is hot confounded with that 
due to the presence of ragstone, though a very little 
experience enables the operator to distinguish between the 
two. When Kentish rag is present, the effervescence is 
more pij)longed, owing to the acid slowly attacking the 
coarser particles of tht limestone, whereas with pure 
cement, only the finest portions, or the outside of the coarser 
particles, absorb the gas from the air, and the effervescence , 
is therefore practically instantaneous. 

Referring to the detection of the slag admixtures by 
chemical means, as before stated, some slags so nearly 
resemble cement in their chemical composition, that an 
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ordinary statement of analysis will often fail to demonstrate 
their presence. One peculiarity that may be noticed, how- 
ever, is that when dropped into a weak solution of acid, 
as described in the examination for Kentish rag, the mass 
has a tendency to blacken, and also to evolve rather a 
marked quantity of sulphuretted hydrogen gas. As, how- 
ever, a good many cements perfectly free from added slag 
sometimes evolve noticeable quantities of this gas, it must 
be taken as a corroborative test only, and not as conclusive 
by itself. There is also a physical peculiarity which may 
be noticed in many cements containing slag, and that is, 
after being gauged into pats or briquettes in the ordinary 
way, and placed in water as usual, when broken in the 
testing machine, or otherwise, the freshly fractured section 
has a characteristic dark green colour, and frequently 
an odour of sulphides, due to the presence bf sulphur 
compounds in the slag. This dark green colour, however, 
fades to the normal grey when exposed to the air for a 
few hours. 

Taken in conjunction with the usual mechanical and 
chemical tests, the microscope will be found of the greatest 
value in determining the presence of foreign added 
materials in cements ; in fact, it is possible in most 
instances to form a fairly accurate opinion from a micro- 
scopic examination alone, as to whether such admixtures 
are present in any appreciable quantity. For the purposes 
of a microscopic examination, it will be fourid most 
convenient to take the coarser particles of the powder, 
viz. those particles which pass through a 76 sieve and are 
retained on a 120 sieve. The particles pf a pure, well- 
burned cement clinker of this size, examined with a low 
power (say a i-inch objective), are dark, almost black in 
colour, somewhat resembling coke, and possess the well- 
known spongy, honeycombed appearance characteristic of 
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or not. Perhaps the most certain means of detecting added 
impurities is by chemical analysis, though some of the slags 
so nearly approximate the chemical constituents of a normal 
Portland Cement, that by itself a chemical analysis is not 
always sufficient to determine their presence with certainty. 
Taken in conjunction with chemical tests, the microscope 
will be found of great value for this purpose ; such means 
of detection will be referred to later. 

With regard to Kentish rag, a chemical examination of 
a fairly simple nature is sufficient to detect its presence. 
This substance, consisting of a more or less impure carbon* 
jate of lime, effervesces freely on the addition of hydrochloric 
acid, and therefore a cement containing any appreciable 
quantity of it will exhibit similar characteristics, according 
to the amount of carbonate present. A convenient method 
is to prepal'e a weak solution of acid in a glass dish, and 
drop the cement into it, a small quantity at a time, from 
the point of a penknife ; if the limestone is present in 
any appreciable quantity it will, of course, cause consider- 
able effervescence. As, however, all well-matured cements 
absorb more or less carbonic acid from the air, care must 
be taken that the effervescence, due to the liberation of the 
carbonic acid thus absorbed, is hot confounded with that 
due to the presence of ragstone, though a very little 
experience enables the operator to distinguish between the 
two. When Kentish rag is present, the effervescence is 
more pij)longed, owing to the acid slowly attacking the 
coarser particles of tht limestone, whereas with pure 
cement, only the finest portions, or the outside of the coarser 
particles, absorb the gas from the air, and the effervescence , 
is therefore practically instantaneous. 

Referring to the detection of the slag admixtures by 
chemical means, as before stated, some slags so nearly 
resemble cement in their chemical composition, that an 
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cement clinker ; although with the introduction of rotary 
kilns the calcination is more readily controlled, and there- 
fore more regular than with the older intermittent type, 
the ordinary cement of commerce, unfortunately, does not 
, always consist of thoroughly burned portions only, a more 
or less appreciable quantity of insufficiently calcined 
material finding its way into the mills. The appearance of 
this insufficiently calcined clinker, examined in the same 
way, is practically the same in shape and structure, but the 
colour, instead of being black and coke-like, is of a light 
brown, semi-transparent nature, resembling gum arabic. 
The particles of an ordinary commercial cement, therefore, 
composed of clinker more or less well burned, examined 
under these conditions, range in appearance from a light 
brown, semi-transparent, porous substance, to the coke-like 
mass above described. It may be added here, that the 
author has always found the shape of these particles, what- 
ever comminuting machinery may have been employed, to 
be of a more or less rounded nature, and he is therefore of 
opinion that, although there may be minute differences in 
the Jhape of the particle, the reason a cement ground by 
one type of machine, and leaving a certain percentage on a 
certain sieve, sometimes has better cementitious qualities 
than one ground to a similar degree of fineness by another 
type of mill, is not so much due to difference in shape of 
grain as is generally supposed — in the former case angular, 
and in ihe latter case rounded — but to the fact that one 
type produces a greater proportion of impalpable powder 
or flour than the other. 

The appearance of Kentish rag, viewed under the 
microscope under the foregoing conditions, is of a white, 
rounded, semi-transparent nature, and has none of the 
peculiar honeycombed appearance of cement clinker ; it 
will, therefore, be readily understood that its detection by 
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means of the microscope is a fairly simple matter. By 
permission of the Society of Engineers, the photo-micro- 
graphs prepared for the paper previously referred to are 
reproduced in figs. 94 to 99, and they clearly show the 
difference microscopically between pure cements and those ^ 
containing admixtures. Of course, the main defect of 
photography for this purpose is that the colour of the 
object is not reproduced, and from the description pre- 
viously given of the difference in colour of the well-burned 
and under-burned portions, this defect will be readily 
appreciated. In all of these photographs the substance 
has been prepared by sifting through the sieves previously 
mentioned, viz. 76 and 120, so that the actual diameter of 
the particles is about '006 of an inch. Fig. 94 is a photo- 
micrograph of the Kentish rag used in the experiments, 
and fig. 95 of a piece of well-burned clinker from the 
Rugby district. Apart from the difference in structure, 
one is nearly black and the other almost white, as shown. 
Fig. 96 is an ordinary cement of commerce, in which, it 
will be observed, the under-burned portions show up rather 
lighter than the rest. Fig. 97 is the same cement aS No. 
86, but with 20 per cent, of Kentish ragstone added. The 
admixture is readily recognisable from its white, semi- 
transparent, rounded appearance, in contradistinction to 
the almost black porous clinker. It may be stated here, 
in passing, that in preparing these photographs it was found 
that, if the cement had attained any age, thet flour or 
impalpable powder had a tendency \q become hydrated by 
the moisture in the atmosphere, and cling to the outer 
surface of the coarser particles ; consequently, when these 
particles were illuminated for the purpose of photography, 
the adhering flour gave the particle a lighter appearance 
than it really possessed. Fig. 98 is another cement con- 
taining ragstone ; this sample was procured from a firm of 
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manufacturers who then used, and advocated the use of, 
that mixture. In this case, also, the admixture is readily 
discernible both by its colour and structure. Fig. 99 is 
a cement containing a large admixture of slag. In this 
particular instance, the non-reproduction of the colour of 
the object is a great disadvantage, as the colour of the 
substance, to use a rather juvenile simile, resembles more 
the saccharine concoction sold by confectioners as “ mixed 
sweets” than anything else it can be compared to; this 
is perhaps rather an unwonted metaphor for a technical 
treatise, but it describes exactly its appearance. It will 
be noticed also that the fracture of the slag is of an angular, 
almost flaky nature, some of the particles having a sharp 
knife-edge resembling fractured flint 

Care must be taken also, in examining a cement for 
adulteration under the microscope, not to confuse the 
lighter coloured natural cements, imported from Belgium, 
with artificial cements containing admixtures of ragstone 
or slag. Owing to the natural cements containing very 
little iron (and what little they do contain being probably 
unevenly distributed throughout the mass), and also being 
somewhat lightly burnt, they contain a great many light 
particles, ranging from almost white to the proper dark 
green clinker colour ; these light-coloured particles are, 
however, of the same porous spongy structure as the clinker, 
and a little practice will soon enable the operator to dis- 
tinguisl^ between a Belgian natural cement and an 

adulterated artificial tement. • ir .■ v. 

The two substances previously mentioned, viz. en is 
rag and slag, are the only wilful admixtures which the author 
has met with so far as regards English manufacturers 
though there are, of course, what may be termed acciden a 
impurities, such as an occasional piece of t e re 
lining of the kiln, which maybe falls in with teem , 
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and is thus carried to the crusher unnoticed. Where 
anthracite coal is used for calcination as a substitute for 
coke, there is also another source of accidental or rather 
unintentional adulteration, as it sometimes happens that a 
piece of coal becomes embedded in the mass of clinker, 
and, probably owing to its being deprived of the oxygen 
necessary for its proper combustion, is not consumed. 
When a hard burr of clinker is broken up to be fed 
into the crushers, a piece of coal may often be seen 
embedded in the heart of it. This coal is, of course, 
ground up with the rest of the cement, and if not visible 
to the naked eye, may often be detected in the ground 
material by means of the method of microscopic examina- 
tion previously described. The amount of coal thus un- 
consumed is, of course, infinitesimal, but it is sometimes 
sufficient to be noticeable in the cement briquette ; and 
cases have occurred in which cement has been rejected by 
the engineer on that account. 

In conclusion, it may be pointed out that, from a manu- 
facturer’s point of view, the use of slag or other adulterant 
is a double source of profit; in the first place, there is the 
profit derived from the addition of a less valuable material, 
and, secondly, it results in an increased output, which conse- 
quently further reduces the cost per ton for establishment 
and other fixed charges. Where the admixture amounts 
to 33 per cent., of which an instance once came under the 
authors notice, this latter is by no means an infonsider- 
able item. 
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CHAPTER IX 


SPECIFICATIONS 

The following chapter on specifications appeared in the 
first edition, and was written some five years before the 
first issue of the British Standard Specification (which 
is now almost universally adopted in England and the 
Colonies), and when each engineer drafted his own 
specificafion according to his lights. Although, therefore, 
it is now mainly of historical interest only, the author 
trusts that it will prove of sufficient interest to justify its 
retention ; it at all events indicates the difficulties which 
the manufacturer then had to contend with, in producing 
a ^material to suit the widely varied requirements of 
different users. 

The most usual error which the writer of a specification 
made, was to pick out what he considered to be the most 
important clauses in other specifications, and incorporate 
them in his own. The consequence was that the specifica- 
tion tjjus drawn up was often an absolutely impossible one 
to work to, and or^ with which no manufacturer could 
properly comply. For instance, it was unanimously 
admitted that fine grinding was a very desirable quality 
in a cement, and also that a heavy weight per bushel 
indicated a thoroughly burned material. These two qualities 
were therefore demanded in the same specification, and a 
finely ground cement was spf^fied, together with a very 
829 
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heavy weight per bushel, the writer probably being alto- 
gether ignorant of the fact that a finely ground cement 
must of necessity be a light weighing one, since the weight 
decreases in direct ratio to the fineness. 

Taking the usual items of a specification in order, it is 
perhaps desirable to specify that the cement shall be pure 
Portland Cement, but it is a little difficult to understand 
why some users should go further, and add that it shall 
be manufactured on the Thames or Medway. The author’s 
experience is that equally good cement is manufactured at 
some of the factories in other parts of England, as at those 
on the Thames and Medway; and, unless there is some 
special reason for inserting such a clause, surely it cannot 
matter where it is manufactured, so long as it is of good 
quality, and complies with the conditions imposed by the 
specification. 

With reference to fineness, again, contradictory clauses 
often occurred. For instance, a specification once came 
before the author in which 6| per cent, was allowed on a 
50 X 50 mesh sieve, but there was to be no residue on a 
40 X 40. The writer of this specification probably did not 
realise the fact that, with a residue of per cent, on a 
50 sieve, the residue on a 40 would certainly be as much as 
5 per cent. ; and therefore, in order to get the sample to all 
pass a 40 sieve, it had to be ground to leave less than i 
per cent, on a 50 ; the clause specifying the residue on a 
50 sieve might have been omitted altogether witljout in 
any way detracting from the value «of the specification. 
Unless the very finest sieve is used, such as the 18OX 180, 
or the 2CX) x 200, the author is far from recommending that 
the fineness indicated by one sieve only should be taken, 
as that might lead to erroneous conclusions as to the 
actual fineness of the sample. For instance, two cements 
may leave the same amount of residue on a 50 or other 
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comparatively coarse sieve, and yet one may contain the 
proper proportion of impalpable powder or flour, and the 
other practically consist of nothing but fine grit. The two 
following cements, both of which were received from the 
same user some time ago for examination and report, may 
be quoted as an instance of how delusive the residue on a 
50 sieve only may be as to their relative value : — 



Fineness. 

Tensile Strength. 


Residue per cent, on Sieves of 
Meshes per Square Inch. 

Neat Cement. 

3 parts Sand to 

I part Cement. 


50 

76 

100 

180 

7 Days. 

28 Days. 

7 Days. 

28 Days. 

No. I 

5-0 

23*0 

33'9 

50-0 

lbs. 

576 

lbs. 

648 

lbs. 

138 

lbs. 

192 

No. 2 

5*6 


24 6 

34 '0 

693 

766 

223 

285 


It will be noticed that both cements have practically the 
same residue on a 50 sieve, and yet 50 per cent, of No. i 
consists of fine grit that will pot pass a 180 sieve. The 
immense difference between the residue on the 50 7 ^ 

sieves also suggests that the clinker was reduced by edge- 
runners or a similar method of grinding, in conjunction 
with excessive sieving, ie. repeatedly passed under the 
edge-jjunners and cracked until fine enough to pass (say) 
a 40 sieve, thus producing little or no flour. No. i, again, 
shows a very satisfactory tensile strain when gauged neat, 
yet, owing to absence of flour, its cementitious value or 
power of cementing together particles of sand, as indicated 
by the sand test, is entirely disproportionate to its power 
of cohesion, as indicated by the tensile strength of the neat 
briquettes. No. i also possessed the peculiar harsh, “ short, 
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and gritty feeling under the trowel which is always an 
indication of an indifferently ground cement, or rather one 
containing very little flour. 

As has been noticed in the chapter on fineness, the 
thickness of the wire of which the gauze is composed ^ 
naturally affects the size of the openings of the mesh. 

A specification for important harbour work in the North 
a few years ago contained the following clause: “The 
sieves to be made of brass wire, 005 inch in diameter for 
the 50 sieve, and ‘007 inch in diameter for the 76 sieve.” 
This may be a very simple method of specifying the 
thickness of the wire, but to have thicker wire for the finer 
sieve is entirely reversing the usual order of things, and 
altogether contrary to common sense. By this specifica- 
tion, the width of the opening of the mesh of the 76 sieve 
is reduced to about *006 of an inch, instead of about *009, 
as in the sieve of standard mesh. This would make an 
enormous difference in the result obtained, the size of such 
opening being practically the same as that of a 1 10 sieve 
of standard thickness of wire ; and consequently the 
material would have to be ground considerably finer 
than appears necessary from a casual examination of 
the clause. 

In most specifications the initial set of the cement was 
ignored altogether, and as the initial set is by far the more 
important of the two, this omission was of considerable 
consequence. Whilst duly appreciating the advantage 
of having some knowledge as to tho ultimate hardening 
properties of a cement, surely it is of as much importance 
to know when it commences to set, so that an opinion may 
be formed as to how long it may be manipulated without 
risk of damage to its setting properties. So far as regards 
setting properties, the most convenient cement for general 
use is one which has a moderately slow initial set, so as to 
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allow plenty of time for proper manipulation, and which 
hardens rapidly after the mass is in its allotted position, 
so as to permit of the v/ork being proceeded with quickly. 
Specifications were sometimes met with which required 
that the cement should not take less than so many hours 
to set hard, which was a manifest absurdity ; so long as 
the initial set is sufficiently slow to permit of the proper 
manipulation of the cement, the quicker the final harden- 
ing the better for the progress of the work. An instance 
was brought to the author’s notice in which a cement was 
being used in a tropical climate, and consequently its initial 
set was thereby considerably quickened. Complaint of its 
quick-setting nature was made to the authorities at home, 
and as the only clause in the specification was to the 
effect that the cement should not set hard in less than 
so many Hours, particular attention was paid to that test j 
the result was, that although in many instances the initial 
set was slow enough for all reasonable purposes, the 
inspector rejected several parcels at the manufacturers 
works, and would not authorise their shipment, on account 
of the cement having too quick a final set, which was of 
course altogether beside the question. If its initial set had 
been too quick, its rejection would have been proper and 
reasonable, but to reject it on account of its having too 
quick a final set seems the height of absurdity. 

The following clause in a specification may be quoted 
as an instance of the delightfully vague manner in which 
the setting propertiea. were sometimes specified. Setting 
properties.~Pats freshly made will be tested with weight 
of one pound pressing on an area of cement equal to that 
of a circle ^ inch in diameter; should no impression be 
made upon the surface the cement will be accepted. It 
will be noted that there was absolutely no time indicated 
as to how long after gauging the test was to be applied ; 
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“a freshly made pat "is an extremely elastic term, and 
might reasonably be construed to mean anything from ten 
minutes to ten hours. Such a clause is of course utterly 
useless, and it is a little difficult to understand what the 
writer of the specification really intended to convey. 

In the clause relating to tests for tensile strength it was 
often specified that a certain percentage of water should 
be used for gauging, but this is not a wise proviso to make, 
inasmuch as the quantity required for properly gauging 
cement varies with almost every sample. One cement 
may require as much as 24 per cent, while another would 
be absolutely drowned by using 18 per cent. In every 
case the minimum of water necessary to bring the cement 
to a plastic mass should be used, and the specification 
should therefore be worded accordingly. A rather amus- 
ing case once occurred in which 10 per cent, of water was 
specified for gauging neat briquettes. Evidently the writer 
of the specification had read somewhere that 10 per cent, 
was the amount used for making briquettes, but he had 
altogether omitted to notice that they were composed of 
three parts of sand to one part of cement. The result 
was that the neat cement with only 10 per cent, of water 
was scarcely damped, and as it consequently did not flux 
properly into the moulds, the greater part of the usual 
amount required to fill the moulds could not be got into 
them. Briquettes gauged with a sufficiency of water, viz. 
2OT3 per cent, carried just double the strain of thos^ which 
were starved, so to speak, for want of water. 

Specifications were sometimes met with which were 
decidedly ambiguous as to the time which was to elapse 
between the gauging of the briquettes and their immersion 
in water. The following or a similar clause was frequently 
to be met with : " Neat briquettes, after being kept in water 
seven days, shall carry at least lbs. per square inch.” 
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This might be construed to mean that the briquettes were 
to be placed in water immediately after gauging and before 
they are set ; if kept in air for twenty-four hours, as usual, 
before being placed in water, it would become an eight 
days’ test, viz. one day in air and seven days in water. 

A somewhat similar clause was the following, which 
specified : “ That the cement must be capable of maintain- 
ing a breaking weight of not less than lbs. per square 

inch seven days after being made in a brass mould and 
immersed in water during the interval of seven days.” 
This clause evidently intended the briquettes to be plunged 
in water immediately after gauging, but it was decidedly 
ambiguous, and might be construed into seven days in 
water after the usual interval of twenty-four hours in air, 
ie, an eight days’ test altogether. As this would of course 
give the cfement a longer time to harden, it was the con- 
struction the vendor would probably have preferred to put 
upon it. 

The following is a clause of a similar ambiguous nature ; 
as the cement in question was for shipment to Mexico, it 
waj probably a translation from the Spanish, the translator 
evidently not being familiar with the usual technical terms. 
“The briquettes formed from this cement, taken indis- 
criminately from different barrels, soaked in water as soon 
as they may have attained a sufficient consistence, shall 
resist at the end of seven days of soaking a minimum 

tensile strain of lbs. per square inch.” This also 

might be construed .into an eight days’ test, but at all 
events it involves more than the usual seven days from 
the time of gauging, everything depending upon how long 
the cement takes to “obtain a sufficient consistence” to 
bear “ soaking.” The obvious way to avoid such ambiguity 
is to state plainly that “briquettes placed in water twenty- 
four hours after gauging shall carry an average tensile 
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strain of not less than lbs. at the expiration of days 

from the time of gauging.” It is also important that the 
briquettes should be tested immediately after being taken 
out of the water, or at all events within a very short time ; 
if they are left to air-dry too long, the breaking strain will 
be materially reduced. The specification of a well-known 
engineer not long ago contained a clause to the effect that 
the briquettes should be placed in water twenty-four hours 
after gauging, left there for six days, and then taken out 
and allowed to air-dry for a further two days before being 
tested, ie. nine days altogether from the date of gauging. 
As the result of recent experiment, the author found that 
cement treated in this manner would only carry 289 lbs. 
per square inch, whereas when tested at the expiration of 
the seventh day, immediately after being taken out of the 
water, the strain developed was 521 lbs. 

The matter of increase in strength between the different 
dates of testing is a most important feature, and the author 
quite agrees with those users who made a point of specify- 
ing a certain increase or percentage of increase. In this 
matter, however, it is possible to defeat the object of rthe 
specification, as occurred in a certain instance. In order 
to ensure that the cement should possess a good growing 
power or increase in strength with age, a maximum strain 
at three days and a minimum at seven days was specified, 
but the three-day maximum was so low that the cement 
had to be artificially weakened in order to comply \^ith the 
specification. The same object would have been attained, 
and an infinitely better cement secured, if the minimum at 
each date had been specified, with a minimum percentage 
of increase between those dates. 

The following is an instance of how slight an omission 
may altogether nullify the intention of a specification. 
The cement for some important work in the Colonies was 
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to be inspected previous to shipment, and to ensure its 
being thoroughly aerated before being packed, the specifi- 
cation contained a clause to the effect that the bulk was to 
be turned over twice before shipment, the evident intention 
^ of the writer of the specification being, that at least two 
or three days should elapse between each turning. No 
mention, however, of such an interval was made in the 
specification, and therefore, when the manufacturers were 
pressed for shipment, they simply had the bulk turned 
over twice within a few hours and packed up at once. 
It had been turned over according to the terms of the 
specification ! 

In Appendix III. will be found a complete copy of 
the third edition (second revised issue) of the Standard 
Specification for Cement recommended by the Standards 
Committee of the several British Engineering Institutions, 
and published in 1910. In common with the first and 
second editions, issued in 1904 and 1907 respectively, it 
follows somewhat closely the general lines laid down in 
the author’s suggested model specification, embodied in a 
pap§r read before the Society of Engineers in I 903 > 
also included in this chapter in Jthe earlier editions of this 
work. The tensile strength is rather lower than in the 
author’s specification, and might be increased with advan- 
tage, since it is considerably below the average of the best 
brands of Portland Cement, as will be seen on reference 
to p. 2^1. The test for soundness adopted, t,e, the 
Le Chatelier boiling* test, is unnecessarily severe, and 
frequently condemns a good sound cement ; the Faija 
test, which is based on thirty years’ practical observation, 
equally safeguards the user, without needlessly rejecting a 
sound constructive material. 

For comparative purposes, the German Standard Rules 
for the uniform delivery and testing of Portland Cement, 
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the specification issued by the French Ministry of Public 
Works, and the United States Government Specification, 
are given in Appendices IV., V., and VI. respectively. It 
is rather a significant fact, in view of the foregoing remarks 
as to the undesirability of the boiling test for soundness, 
that the German Specification omits accelerated tests 
altogether, the authorities in that country having decided 
that they are of more than doubtful value. 

Another salient feature of the German Specification is 
that it is the only one which specially differentiates between 
artificial Portland Cement and the natural cements pro- 
duced by simple calcination of limestone containing 
approximately the correct composition, and enacts that 
the natural cements should be labelled as such. 



USE OF PORTLAND CEMENT 

The uses to which Portland Cement may be applied are 
so numerous, that their enumeration would be tedious. 
The author, therefore, in this part of the work proposes 
only to glance at them in passing, and to point out some 
of the chief causes which give rise to unsatisfactory work 
when executed with that material. 

The principal characteristic which renders Portland 
Cement such a valuable material to the engineer, and those 
in charge of constructive work, is its hydraulic property 
or power of setting and hardening under water, or what 
Pasley in his day would have called its property as a 
“ wafer cement” This property, in combination with its 
great strength, renders it an invaluable material for dock 
and harbour construction, and many fine examples may 
be found around our coasts of its employment for work of 
this description. 

The first care of the user of cement should be to ascertain 
whether^it is fit for immediate use, or if it would be im- 
proved by judicious ^maturing or aeration. With the 
improved methods of manufacture now adopted, this 
precaution is not so necessary as it was some ten 
or fifteen years ago, and if a cement is found to have 
convenient setting properties, and to pass the rigorous 
requirements of the British Standard Specification as 

regards soundness, there is, as a general rule, nothing to 
339 2 2 
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be gained by shooting it into bins or spreading it abroad 
to aerate. 

Some engineers, however, still take special precautions 
to ensure the cement being thoroughly matured before use, 
and in such cases special stores and maturing sheds are ^ 
erected for that purpose. Fig. lOO shows a very ingenious 
contrivance adopted by the late Dr G. F. Deacon for 
maturing the cement used in the construction of the 



Vyrnwy masonry dam for the Liverpool Water Works.^ 
The working of this method of aeration he describes as 

follows f 
“ Most of the area of the cement warehouse was occupied 
by six tiers of shelves 2 feet apart, consisting of lO-inch 
boards, shown on a larger scale at figs. loi to 103, lying 
loosely across timber joists and stiffened with cross battens. 
On the upper floor between the shelves was a high-level 
narrow-gauge tramway, upon which the sacks of cement 

^ Proceedings^ Institution of Civil Engineers^ vol. cxxvi. p. 44. 
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were brought in on trucks. From the trucks the cement 
was discharged into bins, and from these it was shovelled 
through side openings over the upper tier of loose boards to 
a thickness of .3 inches or 6 inches. One or two days later, 
two men passed respectively along the two ends of each 


SHELVES HEVERSEO CEMENT HAVING KEEN DIECHARCEO AFTER TIRET EXPOSURE. 



ScaU, 

Jrveke* ^ 9 _ ^ 


Figs, ioi, 102, 103. 

set of ^oards, shown in fig. loi, and tipped them up one 
by one. The cemeD# then lay very lightly on the next 
lower tier, from which it was similarly tipped to the next, 
arriving on the lowest floor after six very complete turnings 
and continuous exposure in thin layers during one to three 
or more weeks as might be found desirable. 

In the use of such a method of maturing as this, care 
would have to be exercised during damp weather against 
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damage from over-exposure, as if the cement were exposed 
too long to an atmosphere laden with moisture, the exposed 
portions of the mass would become coagulated, or what is 
known as air-set, by which a great part of its vitality would 
be lost. The author was informed a short time ago by an 
engineer who had used Dr Deacon’s method, that he found 
the cement in some cases had become greatly deteriorated 
on this account, and there is no doubt that with cement 
of the present day, such a method of maturing would be 
found excessive. 

Another effect of aeration or exposure of cement is to 
render it slower setting, and this sometimes produces an 
important improvement. Some cements are extremely 
quick setting when first received from the manufacturer, 
in fact, so much so, that if used immediately, they would 
commence to set before manipulation could be Completed, 
thus causing an inferior result. By judicious maturing, 
part of the aluminate of lime, which is responsible for the 
setting of cement, becomes hydrated by the moisture in 
the atmosphere, and thus its setting properties are corre- 
spondingly modified. As a rule cement sets less quigkly 
when mixed with aggregate than when gauged neat ; from 
personal observation, it has generally been found that a 
mortar composed of 3 parts of sand to i part of cement has 
an initial set about three times as long as that of a neat 
cement. This remark of course applies only to the use of 
dry sand and aggregate. If, as is very often the case, the 
sand or aggregate is wet or moist ^hen mixed with the 
cement, it is very probable that, owing to the great avidity 
which cement has for water, it will absorb some of the 
moisture from the sand during the usual preliminary opera- 
tion of turning dry, and thus become partially hydrated 
and lose some of the vigour of its setting properties. 

A still further effect of aeration is that the cement 
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increases considerably in bulk, owing to the absorption of 
moisture and carbonic acid from the atmosphere. In the 
course of a recent discussion on the subject, a well-known 
harbour engineer stated that, from experiments he had 
made, the increase of bulk, due to aeration resulting from 
six turnings, amounted to as much as 6 per cent. As the 
proportions of cement and aggregate are generally deter- 
mined by measure, this would be an important item to a 
contractor, and would more than repay the cost of turning, 
although, as a matter of fact, the concrete would contain 
that much less of actual cement. 

The question as to whether cement should, or should 
not be aerated before use, was discussed at very consider- 
able length at the Institution of Civil Engineers some two 
years ago, as the outcome of a paper on the subject by 
Mr H. K. G. Bamber. He adduced instances showing 
that modern Portland Cement lost considerably in strength 
after two or three weeks’ aeration, but his figures on this 
point seemed to prove too much, and were strongly con- 
troverted by other speakers. The author’s experience is 
th»t, although, as before stated, aeration is now an un- 
necessary expense in most cases, it does not cause any 
appreciable deterioration if judiciously carried out and 
not unduly prolonged. The chief effect of aeration on a 
cement is that it affords an opportunity of any unstable 
lime compounds, commonly called free lime, to hydrate or 
air sla^e, and thus prevents subsequent expansion, due to 
these compounds hydrating in the mass of the set concrete, 
with increase of volume. 

In order to secure first-class work, the user cannot be 
too particular in his selection of aggregates, more than one 
case of unsatisfactory work being traceable directly to the 
use of a dirty, ill-proportioned aggregate. Loam or dirt is 
the greatest enemy of cement, and a very small quantity 
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of loamy matter, adhering to the aggregate, is sufficient to 
materially weaken the concrete; since the cement could 
only cling to the surrounding dirt, and would have no 
proper adherence to the stone, it would naturally give way 
on the least stress. The extreme care which is exercised 
by all makers of concrete paving slabs, and other purpose 
made goods, to thoroughly wash their aggregate, not only 
to remove all loam or dirt, but also the fine dust produced 
from the crushing of the stone, may be instanced in strong 
corroboration of this view. In addition to permanently 
weakening the mass, the presence of loam also renders the 
cement perceptibly slower setting, so much so as often to 
be a serious disadvantage. 

The weakening effect upon concrete of the fine dust 
resulting from the crushing of the stone was recently 
brought prominently into notice in the authors testing 
room, while examining the comparative value, as a matrix, 
of good sharp sand, and fine limestone screenings, viz. that 
which passed through a |-inch square mesh. The sand 
was remarkably clean, only containing 0 2 per cent, of 
loamy matter removable by washing. The limestone 
screenings, on the other hand, were found to lose 20 per 
cent, of fine dusty matter, and when wetted before washing, 
had a very muddy appearance. Comparative tests for 
tensile strength were made of each of the washed and 
unwashed materials, mixed in the proportion of 3 parts 
of sand or screenings to i part of cement. The^results 
were as follows, the average of five® briquettes of i-inch 
section being given in each case : — 


Limestone \ 

1 

( Unwashed 

7 Days. 
i8o lbs. 

21 Days, 
235 lbs. 

1 Washed 

161 „ 

365 .. 

Sand . . -j 

[ Unwashed 

137 .. 

185 .. 

1 Washed 

138 >. 

.. 
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It will be seen that the strength of the mortar at twenty- 
one days was improved as much as 55 per cent, by removing 
the fine dusty matter, and, moreover, that the washed stone 
makes a great deal stronger mortar than the sand, a result 
that is probably due to the fact that the former, when 
crushed, broke up into flat jagged fragments, which afforded 
a better “ tooth ” for the cement than the sand, though the 
latter was a good sharp, fairly coarse sand, of decidedly 
above average quality. 

The best aggregate is that which is sharp and angular, 
and has a rough surface, forming a tooth or key for the 
cement to adhere to. Sea shingle, from the smooth 
rounded nature of its pebbles, although often used, is not 
an ideal aggregate; the cement having nothing but a 
smooth round surface to adhere to, cannot exercise the 
same adhesive power as when the aggregate has a rough 
surface, such as ragged broken stone; therefore if sea shingle 
is used, it should be first run through a crusher, and it 
will then give excellent results. The size of the aggregate, 
if of broken stone, may vary according to the size of the 
woik of which it forms a part, but it should all pass a 
3-inch ring, and the greater part of it should pass a i J-inch 
ring, according to the size of the sand or gravel that is to 
be used with it. In large monolithic masses, such as dock 
walls, it will be found economical to incorporate large 
pieces of stone or “displacers,” as they are generally 
called^ if these displacers are clean scrubbed, and kept a 
sufficient distance apart, say 18 inches at least, the strength 
of the structure will not be affected. The essential feature 
of all concrete is, that each portion of the aggregate should 
be thoroughly and equally surrounded by a coating of 
the cement or matrix, as it is evident that if two pieces of 
aggregate are in contact, without such intervening coating 
of matrix, the mass must be thereby weakened, Therefore, 
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by properly proportioning the size of the aggregate, the 
cement will be able to do more work than if all fine 
aggregate is used, for it is very evident that the larger the 
size of the aggregate, within limits, the less the external 
area of such aggregate to be covered with a coating of 
cement or mortar. In the same way, the use of a very 
fine sand weakens the cementing power of a cement, for, 
as previously stated, the smaller the particles, the greater 
the external area of such particles within a given space 
that has to be covered by the cement. A case of failure, 
traceable partly to that cause, occurred a short time ago. 
The sand in this instance was so fine that 8o per cent, 
passed through a 50 sieve, and 60 per cent, passed through 
a 76 sieve; in addition to this, it contained a considerable 
amount of earthy matter, so that it is not surprising that 
the results were unsatisfactory. “ 

An aggregate that is largely used for floors and flat 
roofs, chiefly on account of its being lighter than Thames 
ballast, crushed stone, and similar aggregates, is what is 
commonly known as “ Breeze,” and in this respect it may 
be of interest to quote extracts from a paper which*, the 
author had the honour of reading in 1909 before the Society 
of Architects, on “ The Dangers of Breeze Concrete,” and 
embodying the results of his researches on the subject. 

“During the past few years, the author has met with 
increasingly numerous instances of failure of concrete 
composed of Portland Cement and breeze, failujjes as a 
general rule caused by the expansion of the mass, result- 
ing in more or less serious consequences to the structure 
of which it formed part. These failures have generally 
occurred where the concrete has been used to form flat 
roofs, or fireproof concrete floors, on the well-known 
embedded rolled joist system of construction ; in some 
instances the expansion has been but slight, though 
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noticeable ; in others it has been sufficient to push out 
the brickwork walls, causing serious bulging, and thus en- 
dangering the safety of the whole structure ; while in one 
extreme case, a flat roof composed of breeze concrete, not 
only expanded sufficiently to push out the parapet walls 
and seriously endanger the stability of the structure, but 
the internal disruption set up within the mass was sufficient, 
owing to incipient disintegration, to cause it to become 
buckled and distorted and thoroughly rotten. 

“Careful investigation of some of the foregoing cases 
of failure justified the opinion that the mischief lay with 
the cement, but in many instances the most careful 
and searching investigation, both chemical and physical, 
disclosed nothing sufficiently definite in character to 
enable the investigator to lay his finger with positive 
certainty ‘on the cause of the trouble. In nearly all the 
samples of so-called ‘ Breeze ’ concrete, a very considerable 
quantity of material, other than pure coke, was noticeable 
in the aggregate, such as clinkers, stones, shale, ashes, etc,, 
etc., together with, in some instances, a noticeable amount 
of «oal. It may be remarked in passing, that, judging from 
the quality of the ‘ Breeze ’ which may daily be seen being 
delivered to buildings in the course of erection, presumably 
for incorporation in fireproof floors, etc., many a clerk of 
works must be imbued with a pleasing and childlike faith 
in the ability of Portland Cement to stick together any 
kind o^ rubbish ; it appears to be an established belief with 
some cement users, that to produce a good concrete, it is 
only necessary to have good cement, and that any dustbin 
refuse or other rubbish will serve for aggregate, and it is 
not until failure occurs, that they realise that they have 
been asking, and expecting, the cementing medium to 
perform impossibilities. 

“ It is questionable whether, on account of its combustible 
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nature, pure breesje, ie. fine coke, is a|B ^ >ff|1eplcK>i 

material; an instance has recently l>6en ti the 
author’s notice in which a breeze concrete Enthusiast used 
that material for a boiler setting, which eventually took 
fire and gradually smouldered away, with results that can 
be better imagined than described. Whatever may be the 
disadvantages of other extraneous material found in breeze, 
it will be readily understood that coal is not a desirable 
constituent for concrete; in the first place, on account 
of its smooth, shiny surface, the adherence of the cement 
would be extremely poor; in the second place, it is worse 
than useless as a fireproof material, on account of its 
tendency to decompose on heating. The question arose, 
however, whether, apart from being undesirable for the 
reasons aforesaid, either coke breeze or coal was in any 
way dangerous, as being likely to cause expansion of 
the concrete. 

“The first experiment was of a somewhat rough and 
ready nature, and was made with coal. An ordinary 
bituminous house coal was crushed and sifted to about the 
fineness of standard sand, fe. passed through a 
sieve and retained on a ^^^-inch ; with this coal a 3-1 
mortar was made, and two small 2-oz. glass bottles filled 
with the mixture ; one bottle was filled quite full, and the 
other was filled to within a quarter of an inch of the top, 
and sealed down with a paste of neat cement, the object 
of the sealing being to ascertain whether the imprispnment 
of any hydrocarbons set free from the coal would have any 
bursting effect. For comparative purposes, similar bottles 
were also filled with a paste of neat cement and also 3-1 
mortar of standard sand. Sixteen cements of various 
qualities and different origin were tried, some being sound 
when tested for expansion by the Faija test and the Le 
Chatelier boiling test, and some otherwise; the samples 
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were those which passed through the author’s hands for 
testing in the usual course, and were not specially chosen 
except for the purpose of obtaining as varied a selection as 
possible, English, German, Belgian, and Swedish cements 
being represented. 

“The whole of the bottles eventually cracked, with the 
exception of No. 12, filled with Standard Sand-Cement 
Mortar. But while those filled with the coal mortar 
generally cracked within two or three days, and with a 
very few exceptions continued to expand until the bottles 
burst away into several pieces, those filled with the neat 
cement and the sand mortar frequently did not develop 
any cracks whatever till several months, and it was the 
exception, rather than the rule, for them to continue 
expanding sufficiently to burst the bottle. A very good 
example of this is afforded by cement sample No. 16, 
(illustrated in figs. 104, 105, and 106). Another notable fact 
was that both the Neat Cement and Sand-Cement Mortar 
bottles (figs. 104 and 105) remained perfectly sound after 
eleven months, and then only developed very minute 
cracks, wherea^ the Coal-Mortar bottle (fig. 106) was 
cracked in twelve days, and burst right off in forty-two 
days. This suggests that the cause of the cracking, after 
such protracted periods, might be due to unequal expansion 
of the glass and the mortars at varying temperatures; 
according to Ganot’s Physics the coefficient of linear 
expan^on between 1° and 100° C. of glass is 0 ' 0 CX) 0086 i 3 , 
and wrought iron (which is said to be the same as cement) 
is 0*000012204, or nearly 50 per cent, higher. Though, as 
before stated, the bottle test is only a rough one, it serves 
to show that coal develops dangerously expansive pro- 
perties when mixed with cement, but since there is no 
clearly marked difference between those bottles sealed 
down with neat cement, and those unsealed, it does not 
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favour the theory that the expansion is in any way due to 
the evolution of gas within the mortar. 

“ The next step was to test samples of so-called ‘ Breeze ’ 
of various origin, to ascertain if the coal sometimes present 
(probably partially burned) was unsafe, and also if there 
were other constituents present which might prove 
detrimental. Several samples of good breeze were pro- 
cured; also some which the author was assured by the 
breeze merchant would never be sanctioned by a good 
clerk of works; the constituents of the latter, however, 
did not differ materially from the ingredients to be found 
in breeze concrete from many important constructive 
works. 

“ With all the samples tested, the general method was to 
separate them into their several fractions or constituents, 
so as to be able to identify, if possible, the cause of the 
expansion, if any. Each sample was therefore carefully 
separated out as follows : — 

“ I. The fine material passing through ^ tV -inch sieve. 
“ 2. The fine material passing through a |-inch sieve, 
but retained on a tV -inch sieve.^ 

*‘3. The coarse material retained on a ^-inch sieve; 
this latter was picked over by hand and 
separated out into its various constituents, such 
as clinkers, coal, coke, etc. 

“An ‘Average’ sample was also prepared, being ( I ), 
(2), and (3), mixed together in their » proper 
proportions. • 

“The variety of materials in some of the samples of so- 
called ‘breeze’ was considerable, and in addition to coal, 
coke, and clinkers, rubbish of all sorts was present, such as 
bits of steel saw, nails, brass, and iron turnings, and other 
metal fragments, broken pottery, etc., etc., in fact, savour- 
ing rather of the rubbish usually found in the dustbin, than 
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of coke breeze proper. The percentage of each fraction 
was carefully recorded, as will be noted in the tables given 
in the appendices, and as a convenient size for making 
into mortar for testing purposes, each fraction was broken 
^ up to pass a ^^j-inch sieve. 

“Two cements of previously ascertained stability of 
volume were used for the experiments : — 

“ A, produced from the well-known lias formations 
near Rugby. 

“ B, produced from chalk marl deposits and clay in 
the Midland Counties. 

“The bottle test, previously described as having been 
carried out with the coal mortars, was somewhat crude, 
and also qualitative rather than quantitative ; moreover, as 
previously pointed out, it might conceivably be influenced 
by the difference between the coefficient of expansion of 
the glass and of the mortars at different temperatures. 
In order, therefore, to render them more accurate and of 
a quantitative nature, the subsequent experiments with 
coke breeze mortars were made with prisms, or rectangular 
bar® 100 millimetres long and 22 mm. x 22 mm. cross section, 
the expansion and contractioa of which were accurately 
measured in the Bauschinger Micrometer Calliper Appara- 
tus (see fig. 51, p. 197); by its use a minute variation of 
mm. or •005 per cent in the length of the prism may 
be detected with certainty, and it is therefore a very 
valuably instrument for research work of this nature. 

“ Cement and Standard Sand. — Eight bars or prisms 
were made with each kind of cement, four being made with 
neat cement, and four with 3-1 Standard Sand-Cement 
Mortar. Two of each series were kept entirely in air, and 
two placed in water after twenty-four hours, and kept therein 
during the three months with which this record deals. Each 
bar was measured after one day, seven days, twenty-eight 
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days, and three months, and the measurements recorded, 
which showed that the expansion under water was negligible, 
while, as is usually the case with most Portland Cements, 
the bars kept entirely in air showed slight contraction, 
more particularly the neat cement bars of sample A. 

“Breeze Sample No. I— Described as ‘Fine Pan 
Breeze ’ ; it consisted mainly of clinker and coke with traces 
only of coal. Separated out as previously described, about 
32 per cent, passed through a j^-inch sieve, and 35 per cent, 
through a J-inch sieve. Of the remaining 33 per cent., 
about 22 per cent, was clinkers, and 1 1 per cent, coke with 
•08 per cent coal. Each of these fractions, after being 
broken up to pass a ^^(j-inch sieve, was made into prisms or 
bars with the two different kinds of cement, two bars of 
each being left in air, and two placed in water after twenty- 
four hours, and measured after one day, seven days, twenty- 
eight days, and three months. The expansion, though 
measurable, was practically negligible in each case, being 
about O' I per cent. ; the air bars, as with the .standard sand 
bars, generally showed slight contraction. 

“ The two cements gave identical results with each fraction 
or portion of the breeze, and the same remark was found, 
as a general rule, to apply throughout to the whole of the 
subsequent experiments, whether the expansion was great 
or small. 

“Breeze Sample No. II.— -Described as ‘Coarse Pan 
Breeze.’ This sample consisted of coke and clink^^r only, 
in pieces averaging about 2-inch diameter, the proportions 
being about 35 per cent, of clinker to 65 per cent, of coke. 
Treated in an exactly similar manner to No. I., the results 
w6re littewise practically negative. 

BiySEZE Sample No. III. — Described as ‘ Coke Breeze ’ ; 
consisted of coke and clinker, with a little coal. The coke 
varied from 2 inches diameter to fine dust. About 48 per 
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cent, passed through a J-inch sieve; the remaining 52 per 
cent., sorted over, gave 40*6 per cent, coke, 8'6 per cent, 
clinker, and 2 64 per cent. coal. These results were also 
mainly negative. The coal being such a small fraction, it 
was not possible to make such extended experiments as 
one would wish, but so far as they went, they showed that 
this particular coal, a species of anthracite, was practically 
harmless. 

“Breeze Sample No. IV. — Described as ‘Furnace 
Ashes.’ This sample was very damp when received, and had 
to be dried before it could be treated. About 26 per cent, 
passed through a ^^^-inch sieve, and 22 per cent, through a 
|-inch. The remaining 52 per cent, was sorted out into coke 
about 15 per cent, coal 15 per cent, and clinkers 35 J percent 
Each of these five fractions, tested with the two cements as 
before described, again gave practically negative results. 

“Breezl: Sample No. V. — Described as ‘Gas Works 
Clinkers’; consisted of clinkers only, ranging in size from 
4-inch diameter downwards. They were crushed to pass 
a ^^^-inch sieve as before described, and tested in the same 
wdy#as previous samples, but with negative results. 

“ All the foregoing samples having given negative results, 
attention was next directed to samples of ‘Breeze’ which 
the contractors supplying them described as ‘ sometimes 
used for floors, but which they neither used nor recom- 
mended’; Nos. VIII., IX., and X., moreover, were 
describe as ‘ such that would not be allowed by a clerk of 
works for fireproof fleoring,’ but the author found them to 
differ very little indeed from the ingredients found in many 
samples of breeze concrete taken from important works. 

“Breeze Sample No. VI. — Described as ‘Ashes or 
Furnace Refuse.’ About 21 J per cent, passed through a 
xV-inch sieve, and 15J per cent, through a i-inch sieve. 
The remaining 63 per cent, after sorting, gave roughly 34 
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per cent, coke, 27 per cent, clinkers, and I per cent, 
shaley matter. Treated as before, the results were again 
negative. 

“Breeze Sample No. VII.— Described as ‘Ashes or 
Furnace Refuse.’ About 15 per cent, passed through a 
iV-inch sieve and 17 per cent, through a ^-inch sieve, the 
residue of 68 per cent, on the {-inch sieve giving 32 per 
cent, clinkers, 23 per cent, coke, and 13 per cent. coal. 

“ It will be noticed that this sample contains a consider- 
able quantity of coal, whereas No. VI., a material described 
by the suppliers in exactly the same terms, contains none ; 
this coal, however, did not appear to have exerted any 
deleterious influence upon the specimens, probably due to 
its being of an anthracitic rather than of a bituminous 
nature, a point dealt with more fully later on. 

“ Breeze Sample No. VII 1 .— Described as “Sample of 
Coal Ash straight from Furnace of Paper Mills, burnt from 
Coal only.’ This sample was greyish-white in colour, and 
contained a considerable quantity of clinkers ; the clinkers 
being more or less friable, probably accounts for the larger 
proportion passing through the sieves. About 43 per cent, 
passed through a j^^-^rich sieve, and 12 per cent, through 
a {-inch sieve. Of the 45 per cent, remaining, about 20 
per cent, was clinker, 23 per cent, coke, and per cent, 
coal. Although the specimens left entirely in air developed 
little or no expansion, all the fractions, except the coke 
and clinkers, showed rather marked expansion ig| water, 
the coal being very much the worst. Unfortunately, the 
quantity of coal found was so small, that it was only 
possible to try it with one cement, but with the other 
fractions the results obtained with the two different cements 
practically corroborated one another, although Cement A 
developed rather more expansion in each case than 
Cement. jB. 
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“Breeze Sample No. IX. — Described as ‘Sample of 
Ashes dropped from the Firebars of Furnace from Water- 
works, from Coal and Coke.’ This sample was nearly all fine 
material, per cent, passing through a ^V^nch sieve, and 
31 per cent through a ^-inch sieve Of the 26^ per cent 
of material remaining on a }-inch sieve, 8-3 per cent was 
clinkers, ^ 

ash and a few stones ; the water test bars from all the 
fractions showed enormous expansion, the ^-inch, fV-inch, 
and the average, expanding 4 or 5 per cent within the 
first three or four days, and subsequently swelling so much 
as to break, and render further measurements impossible. 
Photographs of the latter three bars are shown in figs. 107, 
108, and 109. For comparison a sound bar is given in fig. 

1 10. The coal fraction expanded 3 per cent within a week, 
increasing \o 4 per cent in twenty-eight days, after which it 
appeared to remain practically constant Several of the air 
specimens, more especially of the fine material passing the 
^Vinch sieve, showed rapid expansion for the first day or 
two, and then remained practically constant, with, if any- 
thing, slight subsequent contraction. The results obtained 
with the two different cements were practically identical, and 
corroborated one another fairly closely. The special value 
of the results obtained with this particular sample of breeze 
was, that it showed very clearly that some kinds of ashes 
andVurnace refuse are even more dangerous than coal. 

“ Breeze Sample No. X.-~Described as ‘ Rough Ashes 
from Furnace of Eiectricity Works from Coal only.’ 
About I 4 i per cent, of this material passed through a yV 
inch sieve, and 30 per cent through a J-inch. Of the 
remaining 55 i P^r cent, 43 i per cent was clinkers, si per 
cent coke, 4 i per cent, coal, and a few stones. The results 
showed that only the finer material passing a j^Anch sieve 
developed any appreciable expansion, t.e. about^i^per cent. 
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which it attained in about a month, and thereafter appeared 
to be constant. Several of the other fractions showed 
measurable though negligible expansion, ranging from ‘002 
to *09 per cent. 

“ A noticeable feature of the foregoing experiments was, 
that many of the specimens which showed very marked 
expansion when placed under water as soon as set, 
expanded very much less when left entirely in air. It 
therefore seemed a point worth determining, as to whether 
exposure to damp or moisture would in any way affect 
these air-set specimens at the end of three months’ tests, 
i.e. after they had become thoroughly seasoned. One of 
the duplicate air bars from each series was therefore placed 
under water, the time elapsing between the date of mould- 
ing and placing under water ranging from 91 to 292 days. 
The results showed that immersion had practically no 
effect upon those specimens which had previously shown 
no expansion when kept under water, but that it caused 
almost immediate expansion, of a very serious nature, with 
those fractions of breeze which had previously developed 
expansion when placed under water in the first instance. 
This clearly showed that the expansive agent, whatever it 
might be, was more or less dormant in the dry air-set 
block, and only required to become damped to constitute 
a serious element of danger. 

“ Referring now to the chemical aspect of the question, it 
was intended when the experiments were first com^xiehced, 
not only to analyse each fraction of each sample, to 
ascertain if it contained any deleterious constituent, but 
also to analyse each mortar both immediately after 
gauging and again at the end of the experiments, to try 
and ascertain, if and when any expansion had occurred, 
whether there was any marked chemical difference between 
them which would enable the cause of the expansion to 
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be detected, and thus serve as a guide in the investigation 
of actual cases of failure. After analysing some thirty-six 
samples with entirely negative results, this idea was 
abandoned as involving too prodigious an amount of 
labour, without any likelihood of corresponding reward; 
seeing, however, that some of the coal fractions caused 
enormous expansion, while others caused practically none, 
they were examined chemically with the view of ascertain- 
ing the cause of this marked difference. The results 
showed that the coals from Breeze Samples Nos. Vlll. and 
IX. were highly bituminous, containing 35 per cent, and 33I 
per cent, respectively of volatile matter, while those from 
Samples Nos. VII. and X were more of the nature of anthra- 
cite, containing only 4 per cent, and 3 per cent re.spectively 
of volatile matter. This indicated very clearly that 
bituminous coal was highly dangerous, while anthracite 
appeared to be harmless. Apart from coal, the only 
analysis of the other fractions calling for comment was the 
fine material passing the iV-inch sieve of Sample IX., which 
was found to contain 3f per cent, of SO3 and was doubt- 
less* partially responsible for the high expansion shown 
by this fraction, aggravated no doubt by the presence of 
some fine coal. 

“ Taken as a whole, the experiments, as far as they go, 
seemed to point to the fact that, as regards subsequent 
expansion, there was not much danger to be apprehended 
from g%od clean coke or clinkers, or even anthracite coal, 
but that some kind« of ashes and furnace refuse were 
highly dangerous, while any considerable quantity of 
bituminous coal was absolutely fatal. One noticeable 
feature of the experiments, however, was, that most of the 
coke breeze mortars had a tendency to more or less 
seriously attack the iron moulds in which the Bauschinger 
Bars were made, causing them to rust during the short 
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space of twenty-four hours between the moulding of the 
specimens and their removal from the moulds ; the author 
is unaware if such results have been found to any appreci- 
able extent in actual practice, but samples of breeze con- 
crete sent him for examination a short time ago, showed 
distinct marks of considerable rusting having taken place 
where the concrete had been in contact with the rolled 
joists. If such prove to be the case, it might in the end 
prove a very serious matter, as affecting the life and 
strength of the steel work. 

“ Altogether the experiments previously described repre- 
sented some two years’ work, and included the preparation 
of about 300 test pieces involving some 5CX)0 measure- 
ments, to say nothing of the sifting, sorting, and preparation 
of the breeze samples ; the author is only too conscious of 
the fact that they are far from reaching finality ; indeed, 
they only touch the fringe of a wide field of research, in 
which there is a vast amount of work to be done ; having 
ascertained, however, that certain materials constitute a 
serious source of danger, and probably account for many 
of the ‘ Breeze ’ concrete failures which he has met with, 
he trusts that the danger signals most unmistakably dis- 
played by the foregoing researches, may tend to prevent 
the recurrence of such failures in the future.” 

For water-tight concrete, it is important that the size of 
the aggregates should be so proportioned, that the whole 
of the interstitial space between them is filled upc^vith the 
sand and cement mortar, for, obviously, the rhore porous 
the concrete, the less likely it is to prove water-tight. The 
usual method of ascertaining the interstitial space of any 
given aggregate, is to fill a box of given capacity with 
it, pour in water until level with the top, and then draw 
off and measure the water necessary to fill the spaces. 
Recent experiments by the author in this direction, with 
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crushed limestone of various sizes, gave the following 
results : — , . . , 

Interstitial space 
per cent. 

Passed 3-in. ring and retained on i|-in. ring 51*32 
„ ij-in. „ „ |-in. „ 48-54 

|-in. „ „ i-in. „ 43 ‘ 6 i 

When the stone was crushed in an ordinary Blake stone 
breaker, the average quantity of the largest size was found 
to be 24*529 per cent., of the medium size 45*858 per 
cent, and of the smallest size 18*893 cent, the re- 
maining 10*72 per cent consisting of fine crushings and 
dust Taking the average of the three sizes so as to be on 
the safe side, the interstitial space is 47*8 per cent, which 
means that, in order to fill the interstices of crushed stone 
of such size, 47*8 per cent of its bulk of mortar would be 
required,* Allowing, according to Mr Sandeman,^ another 
10 per cent, so as to ensure each piece of stone being sur- 
rounded with mortar, the amount required would be 57*8 
per cent According to the same authority, the volume of 
dry sand and cement necessary to produce a given volume 
of •cement mortar is about greater than the volume of 

mortar when set Therefore 57'8-f^^ = 77 

its volume of dry cement and sand would be necessary in 
order to produce a water-tight concrete with these materials. 
It is hardly necessary to add that the strength of the 
mortaj governs the strength of the concrete, and therefore 
the less sand used, the stronger will be the concrete, 
provided sufficient mortar is used to fill the interstices. 
With cement of ordinary fineness, Mr Sandeman advocates 
not more than 2 of sand to i of cement; therefore the 
above 77 per cent, of dry cement and sand should consist 
of 51*3 per cent, of sand and 25*7 per cent, of cement. 

1 Proceedings, Inst. Civil Engineers, vol. cxxi. p. 219. 
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With the materials before mentioned this would give a 
proportion of lOO, 51*3, and 257, or approximately 4 of 
broken stone, 2 of sand, and i of cement. In this way the 
most economical proportions of any given materials, com- 
patible with strength, may be ascertained, and it is hardly 
necessary to add that, once the correct proportions have 
been ascertained, the quantity of each should be carefully 
measured in suitable gauges provided for that purpose. 

The amount of water to be used in mixing concrete 
depends entirely upon circumstances, and no hard-and-fast 
rule can be laid down on this point. As a general rule, 
however, excess of water is preferable to an insufficiency. 
Following out the teaching of testing-room experience, 
the minimum of water gives the best results, but of course 
the conditions which exist on the works and those which 
obtain in the testing room are often widely different. For 
instance, in the testing room, a non-porous mould on a 
non-porous bed is used, and great care is taken that none 
of the water used for gauging is abstracted from the 
cement by any external agencies. In actual work the 
concrete may have to be laid in a trench on a porous ^pil, 
through which some of the water would soak away, or the 
aggregate may be of a porous nature, and thus again some 
of the water required by the cement would be extracted. 
Further, the less water used, the quicker the cement would 
set, and if a quick-setting cement was being employed, 
there might be some danger of the paucity of water jpnder- 
ing it too quick setting to be thoroughly and properly 
manipulated. Where, however, none of these conditions 
prevail, and there is no fear of any of the water being 
absorbed by extraneous means, there is no doubt that the 
minimum of water gives the best results. That point is 
reached when, by ramming and punning the mass, the 
water just shows on the surface, indicating that exactly 
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sufficie^it has been used to lubricate, so to speak, the con- 
stituents of the concrete, and enable them to flux down 
together into a compact mass. If more than this amount 
is used, it will be impossible to obtain such a solid concrete, 
owing to the space occupied by the excess of incompressible 
water, while, on the other hand, if less is used, the mass 
will not flux properly, and will thus be rendered porous. 
Of the two extremes, an excess of water is preferable, as 
less likely to lead to dangerous consequences. 

A matter that is scarcely recognised sufficiently among 
users of cement, is the effect of temperature and exposure 
to weather upon the setting of cement concrete. As has 
been pointed out in a previous chapter, the setting of 
cement is a process of crystallisation, and, like most pro- 
cesses of a similar character, is accelerated by heat and 
retarded cold. In very cold weather, therefore, the 
concrete cannot be expected to set so rapidly as when 
exposed to a higher temperature, and vice versd. Several 
instances of dissatisfaction through want of recognition 
of this fact have occurred. To give an example, a short 
tin\p back, some concrete forming the foundation for wood 
paving was laicf during a cold §nap in October. Of course, 
under these conditions, it did not set so rapidly as during 
the milder weather immediately preceding, and the result 
was, that as the roadway was urgently wanted for the 
purposes of traffic, the concrete was condemned, and the 
whole |)f the ma.ss had to be pulled up and laid with a 
quicker-setting cemc^it. A piece of the condemned con- 
crete, exposed to a temperature of 60 , was perfectly hard 
set in a couple of days. In addition to the low temperature 
prevailing at the time, there was also rather a heavy rain- 
fall, which kept the work continually wet, and, as cement 
sets more slowly under water than in air, this tended in no 
small degree to further retard the hardening of the concrete. 
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— a fact that was proved by those portions which wfere laid 
in dry weather, being considerably harder than those laid 
during continual rain. 

The views above expressed as to the practical effect 
of temperature upon the setting of cement have since 
been amply confirmed by Mr A. E. Carey, an engineer 
of wide experience with cement as applied to breakwater 
and harbour work. In his paper on ‘‘ Concrete in Relation 
to Marine Works,’' read before the engineering conference of 
the Institution of Civil Engineers in May 1897, he says: — 

“The effect of a low sea temperature is a subject which 
has not hitherto received the notice its importance merits. 
The author had seven winters’ experience at Newhaven, 
that of 1880-81 being unusually severe; but in carrying 
on the harbour works now in progress at Hastings (only 
about 25 miles distant) the experience of Mst winter 
raised novel issues in this particular. The breakwaters at 
Hastings are being wholly constructed in mass concrete, 
and, commencing in October last, the setting became so 
extremely slow, that work on the foundation reef was liable 
to be ploughed up by a moderate sea, sometimes days after 
deposit. The specification is a severe one, and the greatest 
care was taken in testing. Up to this time nothing of the 
kind had occurred, and the season was open and normal. 
Cubes of concrete were then made with, and immersed in, 
sea water in the open, the cement being taken from five of 
the best makers. All gave pretty much the same^, results, 
the cement failing to set for days. T«he retardation of the 
setting was ultimately clearly traced to the extremely low 
temperature of the sea, due, doubtless, to the predominance 
of cold currents flowing down from the North Sea. The 
sea temperature varied in January last from 37° F. to 38'' F.; 
February 37*5° F. to 40° F. ; March 31*5° F. to 43° F., and 
in April 43“ F. to 49° F. 
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“ At\Newhaven probably the warmer currents from the 
Atlantic set up a different set of winter conditions. Obser- 
vations of the sea temperature, as long continued as possible, 
and some elasticity in the specification, are two important 
matters where extreme seasonal variations may obtain. A 
very heavily burned cement is unsuited to winter work 
under rigorous conditions of temperature.” 

Of course in this instance the setting would be still 
further retarded by the salts in the sea water, for, as pre- 
viously mentioned, Portland Cement sets much slower in 
sea water than in fresh, though its ultimate strength is 
quite as great, or greater. 

If a freshly gauged concrete is exposed to frost while 
it still contains uncombined water, the natural consequence 
is that the water freezes and expands, and causes the dis- 
integration of the mass. The author once had occasion 
to investigate a case of failure of this sort, in which freezing 
was undoubtedly the cause of the mischief, as when the 
frost broke, exactly the same materials were used for the 
work, with perfectly satisfactory results, A correspondent. 
Wilting on this subject from Ontario, remarks : “ I have 
successfully built works of Portland Cement concrete and 
mortar in this climate in the middle of winter, the ther- 
mometer ranging from -f- 39° work is 

in excellent shape. I used hot water to the heated sand 
and added a lot of salt ; the water was practically hot 
brine^ In the following spring, and for some years after- 
wards, a white efflorescence appeared, but its only effect 
is to appear somewhat unsightly.* In England, of course, 
we do not experience such extremes of temperature as 
those above described ; but it is the general rule to protect 
newly laid concrete or mortar from the effects of frost, and 
during very severe weather to discontinue work altogether. 
The use of a large quantity of salt, as above described, 
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would have the double effect of retarding the setting of the 
cement and preventing the freezing of the water, and it is 
only to be expected that its presence would cause a con- 
siderable efflorescence on the face of the work. 

Judging from the advertisements to be seen in American 
technical journals, very elaborate methods are adopted 
across the Atlantic to avoid the delays consequent upon 
stoppage of work during severe weather. Machines of 
various types are devised for heating the aggregate before 
mixing with the cement, and in the case of concrete build- 
ings of considerable size, the freshly laid material is pro- 
tected from the effects of frost by practically covering it in 
with large sheets of textile fabric, and accelerating the hard- 
ening process by injecting .steam at various points, so as to 
practically subject the concrete to a warm vapour bath. 

A high atmospheric temperature, on the other hand, 
greatly accelerates the setting of cement, and allowances 
should therefore be made in this respect during very hot 
weather or in tropical climates. It is hardly necessary to 
add that if cement work is exposed to a hot summer sun, 
especially in very thin coats, such as external wall plaster- 
ing, there is great danger of the water necessary for the 
proper setting and hardening of the cement being evapor- 
ated, and unsatisfactory results ensuing. In work of this 
sort, it is absolutely essential that the wall or surface to be 
plastered should be thoroughly wetted before the plaster 
is applied, otherwise the water necessary for the proper 
hardening of the cement will be extracted, and unsatisfac- 
tory work will result. 

Another frequent cause of indifferent work is insufficient 
attention to the setting properties of the cement under 
treatment. As has been pointed out previously, the setting 
of cement is a crystallising process, and when the crystals 
commence to interlock, the fluidity or mobility of the mass 
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is arrested. With quick-setting cements especially, this 
period is very marked, and it is very evident that if a 
concrete or mortar is manipulated and worked after this 
stage has been reached, the bedding or interlocking of the 
crystals will be broken up, and the strength of the mass 
materially weakened, the damage done depending on the 
setting properties of the cement, and on how far setting 
has progressed before it is finally left at rest. 

In a paper read before the Institution of Civil Engineers, 
in 1887, on “ Concrete Work Under Water,” ^ the late Mr 
W. R. Kinniple advocated the use of what he termed 
“ plastic concrete ” for such work. This plastic concrete 
was prepared by mixing the concrete on shore, and allow- 
ing it to partially set before depositing it under water, by 
which means it was claimed that, in places where a current 
existed, diere was less chance of the cement being washed 
away from the aggregate. Mr Kinniple also claimed that 
by this means the cement lost but little of its original 
strength, and by adopting this method, the excessive pro- 
portion of cement otherwise required to allow for that 
washed away, was avoided. Experiments were quoted 
showing “that*3| to i concrete, after setting out of water 
for eighteen hours, and then rammed into moulds, will 
form a monolithic mass when afterwards placed in water ; 
but that the strength of this mass will very much depend 
upon the time allowed for setting before deposition. If 
only jight hours elapse between mixing and deposition, 
there is practically <10 reduction in strength , but with a 
longer interval the strength is gradually reduced, until at 
about eighteen hours it is little more than half.” It is 
needless to remark that the setting properties of the cement 
would entirely govern the time allowed to set before de- 
position; a moderately quick-setting cement, such as is 

1 Minutts 0/ Proceedings Inst. C,E., vol. Ixxvii. pp. 65, etc. 
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often used now for sea-water work, would be absolutely 
ruined if broken up after being allowed to set for eight 
hours, while a very slow-setting one might be left for 
eighteen hours without detriment, especially in cold weather, 
when the setting would be still further retarded by low 
temperature. 

This subject was subsequently dealt with in a paper by 
the late Henry Faija, “ On the Effect of Sea Water on Port- 
land Cement.” ^ He preferred to designate Mr Kinniple’s 
concrete as “ reset ” concrete instead of plastic concrete. 
He stated that a “ reset ” concrete, to be of value, must be 
made with a slow-setting cement, and it must be broken 
up and placed or rammed in situ at a particular period 
during its progress of setting. If this is delayed too long, 
the “reset” concrete will never attain that hardness which 
it would under proper conditions. His experience of reset 
cements was that the breaking up of the mass and the re- 
gauging should be done at the moment when, by ramming, 
the original water of gauging can be brought to the surface, 
and that if that time was exceeded, and the concrete, 
after being broken up and rammed, remained dry, then ^e 
result obtained was not satisfactory, and the cement in this 
condition would undoubtedly be subject to the dissolving 
action of the sea on the lime. The following experiments 
made by him with “ reset ” cements confirmed that view 


No. I. —A Cement that Set in One Hour, Neat Cement, 
(Second gauging, forty-five minutes after the first.) ^ 

r ' 


Tensile Strength at 

7 Days, 

28 Days. 

3 Months. 

6 Months. 

9 Months. 

First gauging . 
Second gauging . 

lbs. 

482 

414 

lbs. 

596 

550 





^ Society of Engineers^ 1 888. 




367 


Use (if Portland Cement 


N0.I2.* — A Cement that Set in Two Hours, Neat 
’ Cement. 

(Second gauging, twenty minutes after the first.) 


Tensile Strength at 

7 Days. 

28 Days. 

3 Months, 

6 Months. 

9 Months, 

First gauging 

lbs. 

578 

lbs 

682 




Second gauging . 

t 465 

1568 





No. 3. — The Same Cement Gauged with Three Parts 
OF Standard Sand. 

(Second gauging, forty-five minutes after the first.) 


Tensile Strength at 

7 Days. 

j 28 Days. 

3 Months. 

6 Months. 

1 9 Months. 

• 

lbs. 

1 lbs. 

lbs. 



First gauging 


280 

284 



Second gauging . 


1152 

ti 33 




No. 4 — A Cement that Set in Forty Minutes, Neat 
• Cement. 

(Second gauging, twenty minutes after the first.) 


Tensile Strength at 

7 Days. 

28 Days. 

3 Months. 

6 Months. 

9 Months. 


lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

First gauging 

• 


586 

666 

620 

00 

Second gauging . 

•••# 

7648 

558 

547 

602 


* This is a cement adulterated with slag. 

t On the second gauging of these the water or moisture could not be brought 
to the surface of the briquettes, showing that the setting had proceeded too far 
for the best results to be obtained on the re-gauging. 

t This cement had become considerably slower setting, and consequently 
these briquettes were not so dry as those re-gauged for the three, six, and nine 
months. 
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No 5.— The Same Cement Gauged with Three /iParts 
OF Standard Sand. 

(Second gauging, thirty minutes after the first.) 


Tensile Strength at 

7 Days. 

28 l^ays. ■ 

1 

3 Months. 

6 Months. 

9 Months. 

First gauging 

lbs. 

1 

lbs. 

242 j 

lbs. 

304 

Ibs. i 

331 

... 

Second gauging . 

... 

*222 1 

202 

143 


No. 6 — A Cement that Set in Four Hours. 
Cement 

(Second gauging, two hours after the first.) 

Neat 

Tensile Strength at 

7 Days. 

28 Days. 

3 Months. 

6 Months. 

9 Months. 

First gauging 

lbs. 

' lbs. 

657 

lbs. 

763 

lbs. 

775 

lbs. 

784 

Second gauging . 


658 

i 

698 

757 

811 


No. 7 — The Same Cement Gauged with Three Parts 
OF Standard Sand. 

(Second gauging, two and a half hours after the first.) 


Tensile Strength at 

7 Days. 

28 Days. 

3 Months. 

6 Months, 

9 Months. 


lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

First gauging 


264 

320 

321 


Second gauging . 


230 

329 

322 



* This cement had become considerably slower setting, and consequently 
these briquettes were not so dry as those re-gauged for the three, six, and nine 
months. 
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No. 8.|— A Cement that was Two Years Old and took 
Twenty-four Hours to Set, Neat Cement. 

(Second gauging, eighteen hours after the first ) 


Tensile Strength at 

7 Days. 

28 Days. 

3 Months. 

6 Months. 

9 Months. 

First gauging 

lbs. 

3 H 

lbs 

453 




Second gauging . 

326 

1 479 





No. 9.— a Cement that took Six Hours to Set, Neat 
Cement. 

(Second gauging, one hour after the first.) 


Tensile Strength at 

7 Days. 

28 Days. 

3 Months. 

6 Months. 

9 Months. 

First gauging 

lbs. 

477 

lbs. 

585 




Sedbnd gauging ^ 

467 

529 

... 




“The noticeable feature in the foregoing tests is that 
when a quick-setting cement is used, the ‘reset' cement 
always shows a very considerable diminution in strength, 
whereas in the slow-setting ones the loss is not so great, 
and in the one insjance, No. 8, when the cement took 
twenty-four hours to set, the re-gauging of the cement 
actually increased its tensile strength. The whole of the 
results given represent the average of five briquettes in 
each instance, so that they may be considered to fairly 
represent the value of ‘ re-gauged ’ cement.” 

Mr Smith in “Correspondence on Concrete Work for 
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Harbours,” ^ expresses an opinion which entirely confirms 
the foregoing views. He says: “The final setting de- 
pended upon there being no addition made to the 
quantity of water absorbed in deposit. When the partly 
set concrete was not thoroughly pulverised and refluxed 
by the water in deposit, the mass remained porous, and 
the water disintegrated the cement and prevented it 
from setting.” 

Personally, the author is of opinion that any such 
tampering with the setting properties of cement is treading 
on dangerous ground. It has been shown by the foregoing 
quotation that, to obtain the best results, partially set cement 
must be broken up and re-gauged at a certain not very 
clearly defined period during the process of setting, and if 
that period is exceeded, great loss of strength results. For 
such purposes as those described by Mr Kinniple, it may 
be economical to use cement in the manner which he advo- 
cates, but, more especially in marine construction, such a 
method affords an excellent opening for attack by the sea 
water ; it is not at all unlikely that the use of this “ reset ” 
concrete, intentional or otherwise, is responsible for the 
failures in sea-water work which have ‘•occurred — very 
occasionally, it is true — but still have occurred on our 
coasts. 

To guard against the possibility of the cement being 
manipulated after setting has commenced, or, as it is gene- 
rally termed, “ killed,” it is advisable for the clerk of works, 
or person in charge of the work, to occasionally gauge up 
a small pat of the cement to be used, taking care that 
the conditions of temperature and exposure are the same 
as in the actual work, and, noting any peculiarities in 
its setting properties, to take precautions accordingly. A 

^ Minutes of Proceedings of the Institution of Civil Engineers^ vol. Ixxxvii. 
p. 214. 
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cementkhat would allow a comfortable time for manipula- 
tion unaer ordinary climatic conditions, would be absolutely 
ruined if worked for the same length of time in very hot 
weather, such as often occurs during the summer months, 
or in tropical climates. In such cases, the only course open 
to the user is either to further aerate the cement, so as to 
render it slower setting, or to mix the concrete in small 
quantities, and see that it is in its allotted position before 
setting commences. 

The effect of sea water on Portland Cement is a question 
which, some few years ago, caused a considerable amount 
of anxiety among engineers and others who were using it 
under those conditions. The failures at Aberdeen Harbour 
in 1887, and the subsequent reports of Mr Smith, the harbour 
engineer, in conjunction with Professor Brazier, of Aberdeen 
University, went to show that the action of sea water had a 
decomposing effect upon cement, and in this opinion they 
were supported by the late Mr Philip Messent, engineer 
to the Tyne Commissioners. After a considerable amount 
of chemical and physical research by these gentlemen, the 
failigres in question were attributed solely to the destructive 
action of the sea water upon the cement. It was, however, 
afterwards conclusively shown, that there was some reason 
to doubt both the quality of the cement used and also the 
method of using it, the concrete which failed being of such 
a porous nature that the water could percolate rather freely 
througjj it The point upon which most stress was laid in 
the report of the befose-mentioned experts, was the amount 
of magnesia found in the decomposed cement taken from 
the dock walls. Professor Brazier attributed this to the sea 
water dissolving the lime out of the cement, and the solu- 
tion of lime thus formed immediately precipitating the 
magnesia contained in the sea water. In order to cor- 
roborate his views as to the destructive action of sea water 

2 B 2 
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upon cement, he digested cement in a powdered stAe with 
sea water, with constant stirring to prevent its setting, and 
found that a certain amount of the lime was dissolved out 
of it, and a quantity of magnesia deposited. As was 
shown by Faija in a paper on the subject read before the 
Society of Engineers in 1888, the results obtained by this 
treatment were scarcely conclusive, for it does not follow 
that, because sea water decomposes cement when digested 
in a powdered unset condition, it will attack it in the same 
way after it has been allowed to set and harden properly 
in large masses. It is well known that cement will set 
and harden equally well in sea water as in fresh water, 
although sea water retards its .setting. The following 
figures, taken from the above-mentioned paper, may be 
instanced as showing the comparative effect of sea water 
and fresh water upon the setting and tensile strength of 
Portland Cement. 

“ F'our briquettes were made, two gauged with sea water 
and two gauged with fresh water. 

No. I gauged with fresh water, set in fresh water in 3 hours. 

» 2 „ „ „ air ^ 

„ 3 „ sea water, „ sea water 4 „ 

V 4 j) j) air 2 ,, 

“ These having been left respectively in sea water and 
fresh water for twenty-eight days, were tested for tensile 
strength with the following results: — 

No. I broke at . . . 595 lbs. 

» 2 „ ... 540 „ 

„ 3 » ... 690 „ 

„ 4 „ ... 650 „ 

“Several briquettes were gauged with sea and fresh 
W8|ter and tested with the following results, each test repre- 
senting the average of five briquettes.” 
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1 

Tensile Strength 
at — Days after 
Gauging. 

Gauged with Fresh 
Water and placed 
in Fresh Water 

24 Hours after 
Gauging. 

Gauged with Fresh 
Water and placed 
in Sea Water 

24 Hours after 
Gauging. 

Gauged with Sea 
Water and placed 
in Sea Water 

24 Hours after 
Gauging. 

3 days 

365 lbs. 

407 ll)s. 

353 lbs. 

7 » 

434 M ! 

00 

429 n 

28 „ 

506 „ 

560 „ 

566 „ 


The main fault of the defective concrete at Aberdeen, 
apart from the action of the salt water upon it, seems to have 
been excess of sand, and its consequent extreme porosity. 
One speaker who had seen the work in course of construc- 
tion, remarked that it was nothing more nor less than a huge 
filter. Of course, under these conditions, the concrete being 
of such a weak, porous nature, the water could pass freely 
through it and dissolve out the lime of the cement, at 
the same time precipitating and depositing the magnesia, 
the presence of which led to so much apprehension. A 
series of experiments on the forced percolation of sea water 
thfough concrete, ^ by h'aija, showed that if the mass was 
only moderately porous, the percolation of water through 
it had no ill effect, and moreover after a time entirely 
ceased, owing to the pores being blocked up by the depo- 
sition before mentioned. Comparative tests made with 
briquettes treated in the ordinary way, and those which had 
been subjected to forced percolation from a head of 24 feet, 
gave results slightly*in favour of the latter. 

A very interesting paper on the effect of sea water upon 
hydraulic cement was communicated a short time ago to the 
Institution of Civil Engineers by Dr Michaelis, of Berlin.^ 
He commences by stating that hydraulic cements rich in 

^ Society of Engineers^ 1889. 

2 Proceedings, Institution Civil Engineers, vol. cxxix. p. 325. 
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lime contain a considerable amount of unsaturated^. or un- 
combined lime, and that they therefore segregate this excess 
of lime during the setting and hardening process as calcic 
hydrate, with the consequence that the set cement is com- 
pletely permeated with crystals of calcic hydrate. An ^ 
exhaustive series of experiments is given, showing that 
ordinary Portland Cements of a somewhat fully limed 
nature are decomposed by sea water and the salts contained 
therein ; but that such action is altogether obviated, and the 
strength of the mortar under all conditions immensely in- 
creased, if substances containing alumina and hydraulic 
silica, such as trass and pozzuolana, are added to the cement 
in sufficient quantity to combine with the lime liberated 
during setting. He says: “ The action of sea water upon 
hydraulic cement is chiefly a chemical one, proceeding from 
the reaction of the soluble sulphates in the sea 'water on 
the free lime, or that becoming free in the course of the 
hardening process, on the ferrate of lime, on the aluminate 
of lime, and on the silicate of lime, especially such of these 
compounds as are high in lime.” He proposes “to go- 
to the root of the evil, by laying hold at the outset of 
the injurious excess of lime, and converting it to a useful 
purpose ; this proposal is based upon the fact that I have 
long upheld, that clinkered Portland Cements, too high in 
calcic oxide and hydraulic limes, may — either in the process 
of manufacture or in the preparation of the mortar — be 
improved, and more especially rendered more capr.ble of 
withstanding the decomposing action of sea water, by 
means of such additions as will go to form fresh hydraulic 
mortar with the excess of lime, or with that which is set free 
during the hardening process, ue, with pozzuolanas in the 
highest sense of the word. Such suitable pozzuolanas 
are : hydraulic silica itself, opal, infusorial earth, pozzuolanas 
in the more restricted sense, trass, santorin earth ; also. 
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further| powdered glass, certain granulated blast-furnace 
slags, burnt alum-shale, kaolin, brickdust, etc. 

“ Of all known additions of this kind, the most effective 
is real trass, on account of the high proportion it contains 
of the hydraulic factors, and of the excellent quality of that 
portion of it which acts as sand.” 

As will be seen in the latter part of Appendix IV., the 
‘members of the German Association of Cement Manu- 
facturers undertake not to add any extraneous material 
whatever to their cement (beyond a trifling amount of 2 per 
cent, of gypsum or similar material to adjust the setting 
properties), as they consider any such addition diminishes 
the value of the cement, and is, therefore, a fraud on the 
consumer. This resolution was made with the intention of 
stamping out the wholesale adulteration which was at one 
time carried on by some manufacturers. Dr Michaelis, 
however, strongly disagreed with the sweeping assertion 
that all additions of a foreign material weakened Portland 
Cement, and he brings forward the researches above quoted 
in support of his contention that some substances, viz. those 
coi^taining hyc^aulic silica, etc., may be advantageously 
mixed with cement. The difficulty to be contended with, 
in admitting such admixtures during the manufacture of 
cement, would be the proper control of the quantities added, 
and it is very much to be feared that their admission would 
again open the door to wholesale adulteration, which by the 
energ^ic action of the German Association has been practi- 
cally stamped out irf that country. 

That sea water attacks unset cement has since been 
proved by actual experiment, but personal experience 
shows that it is only attacked on the surface. If a pat of 
neat cement be placed under sea water immediately after 
gauging, it will be found to harden well everywhere except 
for a depth of about J inch from the surface, and in a few 
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hours a white deposit, consisting chiefly of magnesia, will 
be found to have formed on this soft surface/ This 
suggests that quick-setting cement is the most suitable for 
marine work, as affording less opportunity for the attack of 
the sea water, and as cement which is first allowed to set 
is not affected thereby, it seems better, wherever possible, 
to adopt the block method of construction, so successfully 
used by Sir William Matthews at Dover and elsewhere. 

The sack system of construction for work under water, 
adopted by Mr Carey at Newhaven and elsewhere, has 
much to recommend it, inasmuch, as it affords less oppor- 
tunity for the washing away of the cement from the ag- 
gregate, and the mass is more under control. However, 
Mr Carey remarks, in the use of large masses by this 
system, a great deal depends upon the rapid mixing of the 
concrete, so that the sack may be placed in ifs allotted 
position before setting commences, otherwise not only 
will it not settle down in its place properly, but the 
strength and homogeneity of the mass will be considerably 
impaired. 

A use of cement that has made tremendous strides 

c 

during the past ten years is in the construction of ferro- 
concrete or reinforced concrete, in which iron or steel in 
some form or other is embedded in the mass. Since the 
resistance of cement to tensile stresses is only about 
of its resistance to compressive stresses, and the tensile 
strength of steel is about one hundred times that of cement, 
it is obvious that the judicious use ofrabout lO per cent, of 
steel, incorporated in such a way to take the tensile stresses, 
will equalise the power of resistance to both tensile and 
crushing stresses, and thus greatly increase the constructive 
value of the mass. Experiments have shown that the 
adhesion of the concrete to the metal is equivalent to 
about 500-600 lbs. per square inch, and since the coefficient 
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of expansion at different temperatures of the two materials 
is substantially the same, there is practically an unlimited 
field of usefulness for them. One of the earliest methods 
of making use of this combination of steel and concrete 
is the Monier system of construction, in which steel wires 
are embedded in the mass in the form of a network, the 
longitudinal wires being considerably thicker than the 
transverse ones Another well-known system is the Henne- 
bique construction, of which the principal novelty is the 
formation of ferro-concrete piles, a use of the material which 
is rapidly extending. The advantages of a concrete pile 
over a wooden one as regards indestructibility are obvious, 
and it has been found that a ferro-concrete pile can be used 
under practically the same conditions as a wooden one. 
Provided the concrete is properly made, it acts as a perfect 
protectioli to the metal which it encases, and wholly 
prevents oxidation or rust. Reinforced concrete is now 
used for building construction of almost every conceivable 
kind, and the design of reinforced concrete structures has 
become a special branch of engineering, the result being 
that there are many patented systems, either of the form 
of reinforcing metal or of the method of applying the rein- 
forcement, all designed to give the maximum of strength 
with the minimum of material. One special feature of 
reinforced concrete for ordinary building construction is 
that the same strength can be obtained with considerably 
less tl|ickness of material than with ordinary brick or stone, 
resulting in a notabie increase of floor space ; in crowded 
city areas, where every available square foot is of importance, 
this is no small advantage. 

Reinforced concrete is also considerably used for piers 
and jetties, notably at Southampton Docks and elsewhere ; 
at Southampton considerable apprehension was caused 
owing to the deterioration which was found to be taking 
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place in the* concrete after two or three years ; this was at 
first attributed to the action of the sea water, but careful 
investigation showed it to be due to electrolytic action, 
caused by an escape of electric current from the mains 
supplying the electric cranes, etc., passing through the 
concrete. 

A novel apparatus for dealing with concrete, which 
appears to have a considerable future before it, for certain 
kinds of work, is that known as the Cement Gun, recently 
introduced from America, an illustration of which is given 
in fig. III. It consists essentially of a hopper into which 
the cementitious materials, usually sand and cement, are 
placed ; a hose connected to the bottom of the hopper, 
through which the mixture is forced by air pressure ; and a 
nozzle at the end of the hose, to which another hose supply- 
ing water is attached for hydrating the material. The result 
is that a stream of hydrated mortar can be directed at any 
required spot, and owing to the force at which the mixture 
leaves the nozzle, i,e. about 35 lbs. per square inch pressure, 
it can be advantageously used for applying stucco to walls, 
coating steel work with cement, and forcing the cenoent 
mixture into inaccessible places. It is claimed that by 
this method only the necessary amount of water for the 
hydration of the cement is employed, since by reason of 
the wet material being applied with considerable force, all 
surplus water and air are expelled. The author has had 
an opportunity of inspecting the apparatus at workpand it 
certainly produces a very dense and ‘solid mass, but there 
appears a possibility, if used too wet, of the surplus water, 
which is extruded, carrying a good deal of the finest 
cement with it. Projected against a perpendicular sheet of 
iron, a convex mass of solid mortar was formed or built 
out, about five inches diameter and three or four inches 
thick, by directing the stream at one spot for a few 
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seconds, showing remarkable adhesive power even to a 
comparatively smooth iron surface. As before mentioned, 
this apparatus has only lately been introduced into Europe, 
but in America it has been somewhat extensively used 
for the last year or so. The most striking instance of its 
utility is in the Panama Canal Works, where it was em- 
ployed to coat certain disintegrating rock of the Culebra 
Cut with concrete or rather mortar, and thus prevent its 
weathering and bringing down with it masses of super- 
incumbent strata ; this work, owing to the uneven face of 
the rock, would have been extremely expensive, if not 
practically impossible, by ordinary hand methods. 

The manufacture of purpose-made concrete goods, such 
as paving slabs, sills, concrete sewer pipes, etc., is a use of 
cement which has been gradually extending for some time 
past, and’the excellent examples of such goods, produced 
by the various firms who make a speciality of that class of 
work, are too well known to need mentioning ; the excellent 
results obtained in this branch of the industry are due 
entirely to the care which is exercised in selecting and 
thoroughly maturing the cement ; the selection, wa.shing, 
and proportioning of the aggregates ; and last, but not 
least, the manipulative skill of the workmen employed. 
Although it may seem rather a hazardous opinion to ex- 
press, personal experience has proved that the skill of the 
workman has more to do with the satisfactory nature of 
the wvk than is generally recognised. As a case in point, 
the concrete work •f the sea-front or esplanade at two 
neighbouring watering places was recently carried out with 
exactly similar materials and with the same brand of 
cement ; yet, owing to superior skill and workmanship, the 
one is immeasurably superior^ in finish and appearance to 
the other. 

Without wishing to give rise to the inference that 
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Portland Cement is, so to speak, a hot-house plant that 
would be irretrievably damaged by rough handling, it is 
very certain that the greater part of the unsatisfactory work 
which occasionally occurs, would be entirely avoided if the 
properties of the material were more thoroughly recognised 
and appreciated. Cases have occurred more than once, in 
which the cement has been expected to behave in a manner 
altogether contrary to the laws of nature, viz. to set as 
quickly in cold weather as in warm, or vice versd, and when 
these expectations have not been fulfilled, the reputation of 
the material has suffered accordingly. The author trusts 
that the more salient properties of Portland Cement, which 
he has endeavoured to place before his readers in these 
pages, will in time come to be generally known and widely 
appreciated, for he feels convinced that when that period 
arrive.s, failures in Portland Cement work will never be 
heard of, and its value as a constructive material, therefore, 
considerably enhanced. 



APPENDICES 

APPENDIX I 

USEFUL 

MEMORANDA FOR THE 

• 

TESTING ROOM 

] inch 

— 2’5399 centimetres = 25*399 millimetres. 

I foot 

= 30*479 

I square inch 

= 6*451 square centimetres. 

I square foot 

= 929 

I cubic inch • 

= 16*386 cubic centimetres. 

I cubic foot 

= 28,3>5'3 . .. =28-315 litres. 

I oz. 

= 28*35 grammes = 437 *5 grains. 

I lb. 

= 453-59 .. ='45359 kilogramme. 

I cwt. 

= 50*802 kilogrammes. 

I ton 

= 1016*04 ,, = 1*016 tonnes. 

I cAtimetre 

= -3937 inch. 

I metre 

=^9-37 inches = 3 feet 3-37 inches. 

I cub. centimetre = *o6 1 cubic inch. 

I litre 

= 61*027 cubic inches = *0353 cubic ft. 

1 cubic metre 

= 35*316 cubic feet. 

I gramme 

= 15-432 grains =*03526 oz. = ‘002205 lb. 

I kilogramme 

= 2*2046 lbs. 

I tonne 

= *9842 ton = 19 cwts. 2 qrs. 21 lbs. 

381 
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100 lbs. per bushel = 1248 grammes per litre-- 1248 kilogrammes 
per cubic metre. 

= 77*9 lbs. per cubic foot. 

I cubic foot =6*232 gallons. 

I bushel = 1*284 cubic feet. 

20 X 20 sieve ( = 400 per sq. in.) corresponds to 64 per sq, cm. 


30 X 30 » 

{= 900 

,, ) 


144 

J) 

40 X 40 ,, 

(= 1,600 

) 

» 

256 

»5 

50 X 50 

(= 2,500 

) 

n 

400 

)} 

76 X 76 „ 

(= S.776 

„ ) 

j) 

900 

)) 

100 X 100 „ 

(= 10,000 

) 

„ 

1600 

)l 

180x180 „ 

( = 32,400 

) 


5000 

)> 

200 X 200 „ 

{ = 40,000 

) 


6400 



100 lbs. per square inch = 7*031 kilogrammes per square cm. 

I kilogramme per square cm. = 14*22 lbs. per square inch. 

400 lbs. per square inch = 900 lbs. per i|x i| inch section {i.e, 
400 X ij X iJ = 4 oo X 2^ = 900). 

To convert Fahrenheit to Centigrade : — Subtract 32 and multiply 

by *• 

To convert Centigrade to Fahrenheit : — Multiply by J- and add 32. 
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TABLE 

GIVING THE EQUIVALENTS IN KILOGRAMMES PER SQUARE 
CENTIMETRE OF POUNDS PER SQUARE INCH. 


Lbs. per 
Sq. In. 

Kilos, per 

Sq Cm. 

Lbs. per 
Sq. In. 

Kilos, per 

Sq. Cm. 

Lbs. per 
Sq. In. 

Kilos, per 
Sq. Cm. 

TOO 

= 

7-031 

400 


28-124 

700 

= 

49-217 

no 

* 

7'734 

410 

= 

28 827 

710 

= 

49-920 

120 


8-437 

420 

= 

29*530 

720 

=• 

50-623 

130 

= 

9-141 

430 

= 

30*233 

730 

= 

51*326 

140 

- 

9'843 

440 

= 

30*936 

740 


52*029 

150 


10-546 

450 

= 

31-639 

750 

= 

52*732 

160 

= 

11-250 

460 


32-342 

760 


53*435 

170 


11*953 

470 

= 

33*045 

770 

= 

54*138 

180 

= 

12-656 

480 

= 

33*749 

780 

= 

54*841 

190 


13*359 

490 

= 

34-452 

790 

= 

55*545 

200 


14-062 

500 

= 

35*155 

800 

= 

56-248 

210 

= 

^4765 

510 

= 

35*858 

810 

= 

56-951 

220 

= 

15-468 

520 

= 

36-561 

820 

= 

57*654 

230 

= 

16-171 

530 


37*264 

830 


58-357 

240 

= 

16-874 

540 

- 

37*967 

840 

= 

59-060 

250 

= 

17*577 

550 

= 

38670 

850 


59*763 

260 

= 

18 280 

560 


39*373 

860 


60*466 

2^0 

= 

18-98.^ 

570 

= 

40*076 

870 

= 

61 *169 

280 

= 

19-687 

580 

= 

40780 

880 

= 

61*872 

290 

= 

20-390 

590 


4 ^ -483 

890 

= 

b 2’575 

300 

= 

21-093 

600 


42-186 

900 

= 

63-279 

310 

= 

21-796 

610 


42-889 

910 

= 

63-982 

320 

= 

22'499 

620 

= 

43’592 

920 

= 

64-685 

330 , 


23*202 

630 


44’295 

930 

= 

65-388 

340 


23-905 

• 640 

= 

44-998 

940 

= 

66*091 

350 

= 

24*608 

650 

== 

4570 ‘ 

950 

= 

66-794 

360 

= 

25*311 

660 


46-404 

960 

= 

67-497 

370 

= 

26*015 

670 

= 

47-107 

970 

= 

68*200 

380 


26-718 

680 

= 

47*810 

980 

= 

68*903 

390 

= 

27*421 

690 

= 

48-5 14 

990 

= 

69*606 

I lb.= 

•070 kilo. 

5 lbs. = 

= •351 kilo. 

TO lbs. 

= 

*703 kilo. 



384 


Appendix 11 


APPENDIX II 

RAW MATERIALS 

VARIOUS RAW MATERIALS FROM WHICH PORT- 
LAND CEMENT IS MANUFACTURED IN 
ENGLAND AND ABROAD 


All Analyses by the Author 


Chalk and Clay from Lewes, Sussex. 



Chalk. 

Clay. 

Clay. 

Water and organic matter . 

'32 

4*28 

9*79 

Insoluble residue 

i‘57 



Silica .... 

•06 

6r49 

59*29 

Alumina .... 

1 

12*17 

14*94 

Oxide of iron 

5‘I5 

6*36 

Carbonate of lime 

97 53 

10-27 

6*32 

„ magnesia 

trace 

2-37 

2-04 

Pyrites .... 



L ’^9 

Alkalies and loss 

•27 , 

•27 

1*07 


lOO’OO 

100*00 

100*00 
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White C^alk and Clay from Portsmouth. 



Chalk. 

Chalk. 

Clay. 

Water and organic matter . 

•09 

■10 

8’io 

Insoluble residue 

•68 

•80 


Silica .... 

Alumina . . . • 

Oxide of iron 

1 -26 

‘22 1 

6513 

1 2 *08 

2*76 

Carbonate of lime 

9825 

97-89 

5 ’i 8 

„ magnesia 

•61 

71 

132 

Pyrites .... 


... 

3*09 

Sodium chloride 



2 ’II 

Alkalies and loss 

•II 

•28 

•23 

• 

100*00 

100*00 

100*00 


Blue Lias Stones and Shale from Bridgwater. 



Stone. 

Stone. 

Stone. 

Shale. 

Shale. 

• 

Water and organk matter 

I’ll 

•79 

2*63 


2*03 

365 

Silica ... 

13*57 

8-76 

I 2 ’ 0 I 


31-28 

32*10 

Alumina .... 

4*45 

3*39 

5'79 


9*42 

11*15 

Oxide of iron . 

1*54 

1*40 

*80 


1*97 

2*27 

Carbonate of lime . 

73*46 

80*91 

72*68 


49*14 

43*19 

^ magnesia . 

2*58 

3*15 

2-57 


3*21 

3*02 

Pyrites . • . 

2*88 

r29 

2*27 


*12 

1*39 

Potash .... 

) ! 




r i*8i 

rSs 

Soda .... 

1 ’41 

*31 

1*25 


•94 

•83 

Loss .... 

) 




[ *08 

*55 


100*00 

100*00 

100*00 

100*00 

100*00 


2 C 
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Materials from Java. 



Silica. 

Calcareous 

Tufa. 

Limestone. 

Water and organic matter . 

6-30 

•50 


Insoluble residue 


■98 

trace 

Silica .... 

6g64 

•16 

•01 

Alumina .... 

1374 

i 46 

•08 

Oxide of iron . 

2‘20 

j 


Carbonate of lime 

2*62 

9675 

98’96 

„ magnesia 

2*25 

•46 

■63 

Potash .... 

2'12 

1 

1 


Soda 

1 

t‘09 

V -69 

‘32 

Loss 

‘04 

1 



100*00 

100*00 

100*00 


Marls from Holland. 



Marl. 

Marl. 

Water and organic matter . 

•63 

;;99 

Silica 

19*16 

2 7 '44 

Alumina and oxide of iron . 

3‘03 

4’43 

Carbonate of lime 

76-45 

65*20 

Sulphur, magnesia, and alkalies 

73 

■94 


100*00 

100*00 
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Lime^ones and 

Shales from Spain. 


' 

Stone. 

Stone. 

Shale. 

Shale. 

Water and organic matter . 

• 

•22 


8-44 

5*54 

Silica 

2’59 

•89 

43*37 

40*12 

Alumina . . ' . 

•79 

•30 

10*49 

4*86 

Oxide of iron . . . 

•49 

*55 

4*05 

1*30 

„ manganese 


*27 



Carbonate of lime 

94-52 

96-91 

30*75 

45 *“ 

„ magnesia 

1*28 

*99 

2*o8 

2*20 

Sulphur .... 



trace 

nil 

Alkalies and loss . 

•1 I 

•09 

•82 

-87 


100*00 

100*00 

100*00 

100*00 

Limestones and Clay 

FROM Adelaide, 

Australia. 


Limestones. 





— 

Clay. 

• 

Blue. 

Pink. 

Yellow. 


-% 

Water lost at 212° F, . 




9**5 

Organic matter . 



... 

3'36 

Silica 

3'40 

5-38 

4 ‘S 8 

53*14 

Alumina .... 

2-77 

4-04 

4*45 

19-36 

Oxide^f iron 


2*22 

1*33 

5-78 

Carbonate of lime «. 

91*32 

86-79 

88*92 

3-91 

„ magnesia 

1*28 

1*55 

•96 

4*15 

Sulphuric acid . 

trace 



1*09 

Alkalies .... 




nil 


99*92 

99-98 

100*24 

99*94 
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Limestone and Clay from Jamaica. 

l' 



Stone. 

Clay. 

Water and organic matter . 


' 9*47 

Silica 

trace 

50*68 

Alumina 

trace 

1779 

Oxide of iron .... 

trace 

5’35 

Carbonate of lime 

99-18 

11*32 

„ magnesia 

•86 

4*91 

Alkalies and loss 


*48 


100*04 

100*00 


Marls and Clay from Canada. 



Marl. 

Peaty Marl. 

Clay. 

Water and organic matter . 

*'57 

29*10 

2*i6 

Silica .... 

*11 

1*23 

59'45 

Alumina .... 

•48 

•64 

t 9'97 

Oxide of iron . 

**75 

t *87 

5*95 

Carbonate of lime 

95 '“ 

67-27 

4*66 

„ magnesia 

•84 

79 

6*74 

Alkalies and loss 

'14 

*10 

1*07 


100*00 

100*00 ■ 

100*00 
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Limestone, Clay, and Slate from East Indies. 



Clay. 

Slate. 

Stone. 

Water and organic matter . 

3‘39 

nil 


Silica .... 

5571 

41*93 

7 ’36 

Alumina .... 

13*59 

12 03 

1*32 

Oxide of iron 

10*40 

6'85 

•57 

Carbonate of lime 

11*14 

3564 

89*86 

,, magnesia 

5*33 

2-68 

'73 

Alkalies and loss 

*44 

•87 

*16 


100*00 

100*00 

100*00 


Limestone, Clay, and Alkali Waste from Cheshire. 



Stone. 

Clay. 

Clay. 

Alkali 

Waste. 

W^er and organic matter . 
Insoluble residue 

*53 

6*16 

3 'iS 

*60 

Silica 


48-38 

49*40 

’41 

Alumina .... 


15*60 

16*80 

1 *26 

Oxide of iron 


2*50 

5*45 

Carbonate of lime 

99*32 

10*98 

10*25 

89’S9 

Hydra^ „ 

Carbonate of magnesia* 

trace 

15*88 

14*18 

7-73 

Sulphuric acid 

trace 

*25 

■56 


Soda and potash . 

Loss 

1 - 

•25 

*21 

j i’o8 
< '33 


lOO’OO 

lOO'OO 

100*00 

100*00 
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Chalk and Clay from Sittingbourne. 

I 



Chalk. 

Clay. 

Moisture lost at 212“ Fahr. . 


2*10 

Organic matter .... 


471 

Silica in form of fine sand 


18-28 

Silica ...... 

10-65 

3987 

Alumina .... 

1 { 

1000 

Oxide of iron 

5*65 

Lime 

4694 

8-05 

Magnesia 

1 03 

1-88 

Sulphuric acid .... 

trace 

2‘53 

Carbonic acid .... 

38-02 

6-99 


9974 

100-06 


Limestone, Clay, and Shale from Natal, South Africa. 



Limestones. 

t 

Clay. 

Shales. 

Water and organic matter 

262 

2-78 

8'47 

8'34 

'p 

Silica .... 

872 

669 

66-51 

5960 

56’54 

Alumina 

Oxide of iron . 

1 70 

•46 

( i 3‘38 

1 4-41 

20 -i 8 

8-30 

21*64 

925 

Carbonate of lime . 

84-63 

84’53 

3‘*9 

I -So 

-68 

„ magnesia . 

2-99 


2-18 



Pyrites . 



‘51 

trace 

trace 

Alkalies and loss . 

‘34 

•42 

I ‘35 

•27 

•76 


lOO’OO 

100*00 

lOOOO 

100*00 

100*00 
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Limestone and Clay from Malay States. 



Stone. 

• 

Clay. 

Clay. 

Water and organic matter . 

nil 

10*87 

11*31 

Silica .... 


52 ’S 5 

54-08 

Alumina .... 

1 -.6 1 

30‘44 

3093 

Oxide of iron 

) 1 

2*85 i 

! 1*25 

Carbonate of lime 

99'32 

1*64 ^ 

'85 . 

,, magnesia 

■52 

•92 

1*18 

Alkalies and loss 


•73 

•40 


100*00 

lOOOO 

100*00 


Limestone and Clay from Lyme Regis. 


j Limestone. 

Clay. 

• 

Water and organic matter . 


i 3'>9 

Silica ‘ • 

7-37 

20*04 

Alumina . * . 

3*86 

8*70 

Oxide of iron .... 

2-15 

•60 

Carbonate of lime 

81*07 

48*01 

Sulpl€te „ ... 

2*96 

•80 

Carbonate of magnesia . 

2'37 

1*88 

Sulphur (as pyrites) 


3 ' 5 i 

Alkalies 

( 1 

1*92 

Loss 

1*35 


100*00 

100*00 
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Limestone, Clay, and Shale from Australia. 



Stone. 

Clay. 

Shale. 

Water and organic matter . 

•02 

19*17 

3*41 

Insoluble residue 

•65 



Silica .... 


39'83 

66-51 

Alumina .... 


26*31 

18-87 

Oxide of iron 

*33 

9*25 

7*15 

Carbonate of lime 

97*79 

2*77 

2*13 

„ magnesia 

•74 

I *83 

1*43 

Alkalies and loss 

47 

•84 

‘50 


100*00 j 

100*00 

100*00 


Limestone and Shale from Shrewsbury. 



Limestone. * 

Shale. 

Carbonic acid .... 

36-90 

i 7 ' 5 o 

Silica 

8-51 

40*19 

Alumina 

5*11 

14*42 

Okide of iron .... 

I'SS 

3 V 

Lime 

4^-82 

1589 

Magnesia 

1-87 

5-86 

Sulphuric acid .... 

•20 

2*80 

Alkalies 

trace 

trace 


99-96 

100*08 

1 
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APPENDIJC III 

BRITISH STANDARD SPECIFICATION 
FOR PORTLAND CEMENT 


Reproduced by Kind Permission of the Engineering Standards 
Committee from their Report, No. 12 [Revised August 1910] 

I. Composition and Preparation of Cement. --The 

cement shall be prepared by intimately mixing together calcareous 
and argillaceous materials, burning them at a clinkering tempera- 
ture and grinding the resulting clinker, so as to produce a cement 
capable of complying with this Specification. 

No addition of any material shall be made after burning 
other tharf calcium sulphate, or water, or both, and then only if 
desired by the Vendor and not prohibited in writing by the 
Purchaser. 

{a) If water is used during the process of Manufacture it 
shall not be in greater quantity than 2 per cent, of 
the weight of the cement before addition, whether 
th« water has been added mechanically (in which 
case .it must be clean and fresh) or has been 
naturally absorbed from the air. 

{h) If calcium sulphate, it shall not be in greater quantity 
than 2 per cent, (calculated as anhydrous calcium 
sulphate) of the weight of the cement before 
addition. # 

• 

2. Samples for Testing and by Whom to be Taken.— 

A sample or samples for testing may be taken by the Purchaser, 
or his representative, or by any person appointed to superintend 
the works for the purpose of which the cement is required or his 
representative or by any expert analyst, employed or instructed 
by such purchaser or person, or his representative. 

3. Samples for Testing and How to be Taken.— Each 

sample for testing shall consist of approximately equal portions 
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selected from twelve different positions in the heap or heaps when 
the cement is loose, or from twelve different bags, barrels, pr other 
packages when the cement is not loose, or where there is a less 
number than twelve differer\t bags, barrels, or other packages, 
then from each bag, barrel, or other package. Every care shall 
be taken in the selection, so that a fair average sample may « 
be taken. 

4- Sampling Large Quantities.— When more than 250 
tons of cement is to be sampled at one time, separate samples 
shall be taken from each 250 tons or part thereof. 

5. Facilities for Sampling and Identifying. — The 
Vendor shall afford every facility for taking samples for testing the 
cement and for subsequently identifying the cement sampled. 

6. Cost of Sampling and Testing.— The sample or 
samples for testing and the tests and chemical analyses hereinafter 
mentioned, other than those referred to in Clause 9, shall (unless 
otherwise provided in the contract between the Vendor and the 
Purchaser) be taken and made at the expense of the Purchaser, 
but no charge shall be made by the Vendor for the cement used 
for samples so taken or carriage thereon. 

7. Tests. — The sample or samples shall be tested in the 
manner hereinafter mentioned for : — 

{a) Fineness, 

ip) Specific gravity, , ® 

{c) Chemical composition, , ’ . 

{d) Tensile strength (neat cement), 

{e) „ „ (cement and sand), ” 

( /) Setting time, 

{£) Soundness, 

and before any sample is submitted to tests (^), (^), (/), and (^), 
it shall be spread out for a depth of 3 inches for twenty-fom hours 
in a temperature of from 58 to 64 degrees ‘Fahrenheit.^ 

(a) Test for Fineness. — The cement shall comply with the 
following conditions of fineness. 100 grammes (4 oz. approxi- 
ipately) of cement shall be continuously sifted for a period of 

* The temperatures stated are applicable to tempemte climates. In bther 
climates special arrangements between Vendor and Purchaser must be made, 
unless the temperature herein stated can be artificially obtained in the 
laboratory or other place where the tests are made, 
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fifteen minutes on each of the undermentioned sieves, and in 
the ordv of succession given below, with the following results : — 

(1) The residue on a sieve i8ox 180 = 32,400 meshes per 

square inch, shall nof exceed 18 per cent. 

(2) The residue on a sieve 76x76 = 5776 meshes per 

square inch, shall not exceed 3 per cent. 

The sieves shall be prepared from standard wire, and the 
diameter of the wire for the 5776 mesh shall be '0044 inch, and 
for the 32,400 mesh, *002 inch. The wire-cloth shall be woven 
(not twilled), the cloth being carefully mounted on the frames 
without distortion. 

{b) Test for Specific Gravity.— The specific gravity of the 
cement when fresh burnt and ground shall be not less than 3‘i5 ; 
or 3‘io provided that the Vendor satisfies the Purchaser that the 
cement has been ground for not less than four weeks. 

ifi) Test for Chemical Composition.~The cement shall 
comply whh the following conditions as to its chemical com- 
position. The proportion of lime to silica and alumina shall 
be not greater than the maximum nor less than the mini- 
mum ratio (calculated in chemical equivalents) represented by 

- =2 85 or 2*0 respectively.^ The percentage of 

SiO^ 4" A.l20g 

insoluble residue shall not exceed I's per cent.; that of magnesia 
shall not exceed ^ per cent; and the total sulphur content 
calculated as sulphuric anhydride (SO3) shall not exceed 2*75 
per cent The total loss on ignition shall not exceed 2 per cent, 

^ Example. — In the case of a cement containing 63*28 per cent, of lime, 
21*6 per cent, of silica, and 8-i6 per cent of alumina, the proportion of lime 
to silica and alumina would be as follows : — 

%lolecular weight of Lime = 56 

,, Silica = 60 

,, ,, Alumina = 1 02 

Lime(CaO) = ^^= ri3 

50 

Silica (SiOa) = = 0*36 

, 00 

Alumina (AI2O3) = = o’o8 

CaO _ ri3 = ,.c7 

^ SiOs+AlaOg o*36 + o'o8 ^ * 
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unless it can be shown that the cement has been ground for more 
than four weeks. ^ 

{d) Test for Tensile Strength (Neat Cement).— The 
cement shall be tested by submitting briquettes of neat cement 
to a tensile stress. The cement shall be gauged as follows ; — 
The cement shall be mixed with such a proportion of water 
that after filling into the mould the mixture shall be plastic. 
Clean appliances shall be used for gauging, and the temperature 
of the water, and that of the test 

I __ / 75* ' ' 

I* 06 approx room at the time the said opera- 

lo'approx ^jQns are performed, shall be from 
58 to 64 degrees Fahrenheit, and 
no ingredient other than cement 
and clean fresh water shall be 
introduced in making the test. 
The cement gauged as above, 
shall be filled, without mechanical 
ramming, into moulds of the 
form shown in fig. 112, each 
mould resting upon a non- porous 
plate until the cement has set. 
When the cement has set sufficiently to enable the mould 
to be removed without injury to the briquette, such removal 
is to be effected. The said briquette shall be kept in a 
damp atmosphere for twenty-four hours after gauging, when it 
shall be placed in clean fresh water, and allowed to remain 
there until required for breaking, the water in, which the test 
briquettes are submerged being renewed every seven days, and 
the temperature thereof maintained between 58 and 64 degrees 
Fahrenheit. 



B'ig, 1 1 2. 


The briquettes shall be tested for breaking at sevai and 
twenty-eight days after gauging, six briquettes for each period. 
The average tensile stress of the six briquettes shall be taken as 
the tensile stress for each period. For breaking, the briquette 
shall be held in strong metal jaws, of the shape shown in 
fig. 1 13, the briquettes being slightly greased where gripped 
by the jaws. The load must be steadily and uniformly applied, 
starting from zero, increasing at the rate of 100 lbs, in twelve 
seconds. 
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The average brelking stress of the briquettes seven days after 
gauging^must be not less than 400 lbs. per square inch of section. 

PLAN 



E LEVATIO N. 



, • Fig. 1 13. 

* The average breaking stress of the briquettes twenty-eight days 
after gauging rn^st show an increase on the breaking stress at 
seven days after gauging of not less than — 

25% when the 7-day test is above 400 lbs. and not above 450 lbs. 

>j 45® >> >> >> 5 ®® 

^S/o ff JJ J) n » 5®® ,, ,, ,, 

» ft St tt tt 55® ft ti )) 600 lbs. 

s/t ts tt tt tt tt 600 lbs. 

(e) Test for Tensile Strength (Cement and Sand).— 
The cement shall be tested by submitting to a tensile stress 
briquettes prepared from one part by weight of cement to three 
parts by weight of dry standard sand, the said briquettes bebg 
of the shape described for the neat cement tests. 
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The mixture of cement and sand shall be gauged with so much 
water as to be moist throughout, but no surplus of water shall 
appear when the mixture is gently beaten with a trowel Into the 
mould. Clean appliances shall be used for gauging, and the 
temperature of the water and that of the test room at the time 
the said operations are performed shall be from 58 to 64 degrees 
Fahrenheit, and no ingredient other than cement, sand, and 
clean fresh water shall be introduced in making the test. The 
mixture, gauged as above, shall be filled, without mechanical 
ramming, into moulds of the form shown in fig. 112, each 
mould resting upon a non-porous plate until the mixture has 
set. When the mixture has set sufficiently to enable the 
mould to be removed without injury to the briquette, such 
removal is to be effected. The said briquette shall be kept in 
a damp atmosphere for twenty-four hours after gauging, when it 
shall be placed in clean fresh water, and allowed to remain there 
until required for breaking, the water in which the test briquettes 
are submerged being renewed every seven days, and the temperature 
thereof maintained between 58 and 64 degrees Fahrenheit. 

The briquettes shall be tested for breaking at seven and twenty- 
eight days after gauging, six briquettes for each period. The 
average tensile stress of the six briquettes shall be taken as the 
tensile stress for each period. For breaking, the briquette shall 
be held in strong metal jaws, of the shape shown in fig. |I3, 
the briquettes being slightly greased where gripped by the jaws. 
The load must be steadily and uniformly applied, starting from 
zero, increasing at the rate of 100 lbs. in twelve seconds. 

The average breaking stress of the cement and sand briquettes 
seven days after gauging must be not less than 1 50 lbs. per square 
inch of section. 

The average breaking stress of the briquettes twenty-eight days 
after gauging must be not less than 250 ]bs. per square inch of 
section, and ^ the increase in the breaking stress from seven to 
, twenty-eight days must be not less than — 

15% when the 7-day test is above 200 lbs. and not above 250 lbs. 
15/0 » »» )> >> »» ^ 5 ® >> » » 3 ®® 

10% >, .. .. .. 300 >bs. „ „ „ 350 lbs. 

» » »» » tr 35® ^bs. 
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.The standard saftd referred to above is to be obtained from 
Leighton Buzzard. It must be thoroughly washed, dried, and 
passed through a sieve of 20 x 20 meshes per square inch, and 
must be retained on a sieve of 30 x 30 meshes per square inch, 
the wires of the sieves being '0^64 inch and ’0108 inch in 
diameter respectively. 

(/) Test for Setting Time. — Unless •a specially slow- 
setting cement is required of which the minimum time of setting 
has been specified, the cement shall be of one of three distinct 
gradations of time of setting, designated as “ Quick,” “ Medium,” 
and “Slow.” 

Quick. — Initial setting time not less than two minutes. 

Final setting time not less than ten minutes, nor more 
than thirty minutes. 

Medium. — Initial setting time not less than ten minutes. 
Final setting time not less than half an hour, nor more 
than two hours. 

• 

Slow. — Initial setting time not less than twenty minutes. 
Final setting time not less than two hours, nor more 
than seven hours. 

The cement shall be mixed with such a proportion of 
water that the mixture shall be plastic when filled into the Vicat 
mo8ld. The ga*iging shall be completed before signs of setting 
. o8cur. • 

The initial and final setting times of cement gauged as above 
shall be determfhed by means of the Vicat needle apparatus 
(figs. 114, 1 15), which consists of a frame (D) bearing a movable 
rod (B), with the cap (A) at one end and the needle (C) 
I mm. (*039 inch) square at the other, the cap, rod, and needle 
togeth^ weighing 300 grammes (10*58 oz.). The rod carries an 
indicator which moves over a graduated scale attached to the 
frame (D). The cement is held by a split ring (E) 8 cm. 
(3*15 inches) in diameter, 4 cm. (1*57 inches) high, resting on a 
glass plate. 

The cement confined in the ring resting on the plate is placed 
under the rod bearing the needle, which is then brought ger^y 
into contact with the surface of the cement and quickly released 
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The mixture of cement and sand shall be gauged with so much 
water as to be moist throughout, but no surplus of water shall 
appear when the mixture is gently beaten with a trowel Into the 
mould. Clean appliances shall be used for gauging, and the 
temperature of the water and that of the test room at the time 
the said operations are performed shall be from 58 to 64 degrees 
Fahrenheit, and no ingredient other than cement, sand, and 
clean fresh water shall be introduced in making the test. The 
mixture, gauged as above, shall be filled, without mechanical 
ramming, into moulds of the form shown in fig. 112, each 
mould resting upon a non-porous plate until the mixture has 
set. When the mixture has set sufficiently to enable the 
mould to be removed without injury to the briquette, such 
removal is to be effected. The said briquette shall be kept in 
a damp atmosphere for twenty-four hours after gauging, when it 
shall be placed in clean fresh water, and allowed to remain there 
until required for breaking, the water in which the test briquettes 
are submerged being renewed every seven days, and the temperature 
thereof maintained between 58 and 64 degrees Fahrenheit. 

The briquettes shall be tested for breaking at seven and twenty- 
eight days after gauging, six briquettes for each period. The 
average tensile stress of the six briquettes shall be taken as the 
tensile stress for each period. For breaking, the briquette shall 
be held in strong metal jaws, of the shape shown in fig. |I3, 
the briquettes being slightly greased where gripped by the jaws. 
The load must be steadily and uniformly applied, starting from 
zero, increasing at the rate of 100 lbs. in twelve seconds. 

The average breaking stress of the cement and sand briquettes 
seven days after gauging must be not less than 1 50 lbs. per square 
inch of section. 

The average breaking stress of the briquettes twenty-eight days 
after gauging must be not less than 250 ]bs. per square inch of 
section, and ^ the increase in the breaking stress from seven to 
, twenty-eight days must be not less than — 

15% when the 7-day test is above 200 lbs. and not above 250 lbs. 
15/0 » »» )> >> »» ^ 5 ® >> » » 3 ®® 

10% >, .. .. .. 300 >bs. „ „ „ 350 lbs. 

» » »» » tr 35® ^bs. 
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{g) Test for Soundness. — The cement shall be tested by 
the Le (^hatelier method. 

The apparatus for conducting the Le Chatelier test (fig. 116) 
is to consist of a small split cylinder of spring brass or other 
suitable metal of 0*5 mm. (*0197 inch) in thickness, forming a 




mould 30 mm. inches) internal diameter and 30 mm. high. 
On either side of the split are attached two indicators with pointed 
ends A A, the distance from these ends to the centre of the cylinder 
being 165 mm. (6J inches). 

In conducting the test, the mould is to be placed upon a small 
piece of glass and filled with cement gauged in the mode and 
under the conditions referred to in Section (d) of Clause 7, care 

2 D 
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The mixture of cement and sand shall be gauged with so much 
water as to be moist throughout, but no surplus of water shall 
appear when the mixture is gently beaten with a trowel Into the 
mould. Clean appliances shall be used for gauging, and the 
temperature of the water and that of the test room at the time 
the said operations are performed shall be from 58 to 64 degrees 
Fahrenheit, and no ingredient other than cement, sand, and 
clean fresh water shall be introduced in making the test. The 
mixture, gauged as above, shall be filled, without mechanical 
ramming, into moulds of the form shown in fig. 112, each 
mould resting upon a non-porous plate until the mixture has 
set. When the mixture has set sufficiently to enable the 
mould to be removed without injury to the briquette, such 
removal is to be effected. The said briquette shall be kept in 
a damp atmosphere for twenty-four hours after gauging, when it 
shall be placed in clean fresh water, and allowed to remain there 
until required for breaking, the water in which the test briquettes 
are submerged being renewed every seven days, and the temperature 
thereof maintained between 58 and 64 degrees Fahrenheit. 

The briquettes shall be tested for breaking at seven and twenty- 
eight days after gauging, six briquettes for each period. The 
average tensile stress of the six briquettes shall be taken as the 
tensile stress for each period. For breaking, the briquette shall 
be held in strong metal jaws, of the shape shown in fig. |I3, 
the briquettes being slightly greased where gripped by the jaws. 
The load must be steadily and uniformly applied, starting from 
zero, increasing at the rate of 100 lbs. in twelve seconds. 

The average breaking stress of the cement and sand briquettes 
seven days after gauging must be not less than 1 50 lbs. per square 
inch of section. 

The average breaking stress of the briquettes twenty-eight days 
after gauging must be not less than 250 ]bs. per square inch of 
section, and ^ the increase in the breaking stress from seven to 
, twenty-eight days must be not less than — 

15% when the 7-day test is above 200 lbs. and not above 250 lbs. 
15/0 » »» )> >> »» ^ 5 ® >> » » 3 ®® 

10% >, .. .. .. 300 >bs. „ „ „ 350 lbs. 

» » »» » tr 35® ^bs. 
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APPENDIX IV 

GERMAN STANDARD 
SPECIFICATION 

FOR UNIFORM DELIVERY AND TESTING OF 
PORTLAND CEMENT 

[December 1909] 

I. Definition of Portland Cement. — Portland Cement is a 
hydraulic cementing material containing not less than 17 parts 
by weight of lime (CaO) to i part by weight of soluble silica 
(Si02) + alumina (AI2O3) + oxide of iron (FcgOg), produced by first 
grinding and intimately mixing the raw materials, then burning 
at least to incipient fusion and finely pulverising. It shall 
contain not more than 3 per cent, of additions for special 
purposes. 

The magnesia (MgO) content of Portland Cement which has 
been heated to redness shall not exceed 5 per cent., and that of 
sulphuric anhydride shall not exceed 2\ per cent. 

• Explanation , Cement differs from all other hydraulic 
cementing materiafs by its high percentage of lime, which neces- 
sitates an intimate mixing of the raw materials in a fixed proportion, 
attainable artificially with certainty only (very few natural deposits 
excepted) by finest dry or wet grinding and intimate mixture 
under chemical control It must be demanded in the interest 
of thqiK^onsumers, that similar products manufactured by simply 
burning natural rock, ^ould be branded as “ Natural Cement.” 

By burning to incipient fusion the product attains a very high 
specific gravity — an essential feature of Portland Cement. 

A percentage up to 5 per cent, of magnesia, to be found when 
dolomitic lime rock is used, has been proved to be harmless, if 
in determining the amount of lime for the raw mixture, the per- 
centage of magnesia has been taken into consideration. In order 
to make Portland Cement slow setting, it is usual to add, during 

2 D 2 
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The mixture of cement and sand shall be gauged with so much 
water as to be moist throughout, but no surplus of water shall 
appear when the mixture is gently beaten with a trowel Into the 
mould. Clean appliances shall be used for gauging, and the 
temperature of the water and that of the test room at the time 
the said operations are performed shall be from 58 to 64 degrees 
Fahrenheit, and no ingredient other than cement, sand, and 
clean fresh water shall be introduced in making the test. The 
mixture, gauged as above, shall be filled, without mechanical 
ramming, into moulds of the form shown in fig. 112, each 
mould resting upon a non-porous plate until the mixture has 
set. When the mixture has set sufficiently to enable the 
mould to be removed without injury to the briquette, such 
removal is to be effected. The said briquette shall be kept in 
a damp atmosphere for twenty-four hours after gauging, when it 
shall be placed in clean fresh water, and allowed to remain there 
until required for breaking, the water in which the test briquettes 
are submerged being renewed every seven days, and the temperature 
thereof maintained between 58 and 64 degrees Fahrenheit. 

The briquettes shall be tested for breaking at seven and twenty- 
eight days after gauging, six briquettes for each period. The 
average tensile stress of the six briquettes shall be taken as the 
tensile stress for each period. For breaking, the briquette shall 
be held in strong metal jaws, of the shape shown in fig. |I3, 
the briquettes being slightly greased where gripped by the jaws. 
The load must be steadily and uniformly applied, starting from 
zero, increasing at the rate of 100 lbs. in twelve seconds. 

The average breaking stress of the cement and sand briquettes 
seven days after gauging must be not less than 1 50 lbs. per square 
inch of section. 

The average breaking stress of the briquettes twenty-eight days 
after gauging must be not less than 250 ]bs. per square inch of 
section, and ^ the increase in the breaking stress from seven to 
, twenty-eight days must be not less than — 

15% when the 7-day test is above 200 lbs. and not above 250 lbs. 
15/0 » »» )> >> »» ^ 5 ® >> » » 3 ®® 

10% >, .. .. .. 300 >bs. „ „ „ 350 lbs. 

» » »» » tr 35® ^bs. 
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must be noted. *For the determination of the initial and 
final setting time, a cylindrical standard needle of i sq. m/m 
sectional area, and 300 grammes weight is used. Portland 
Cement paste of the above described consistency, made from 
about 300 grammes Portland Cement, is filled into a conical 
hard rubber ring (4 cm. high, 7 cm. medium diameter, resting on 
a glass plate), and then placed under the needft. The period of 
“ Initial Set ” is when the needle ceases to penetrate the paste 
entirely. The final setting time, is the time when the needle 
ceases to make a visible impression. 

Since the setting of Portland Cement is materially affected 
by the temperature of air and mixing water, in so far as high 
temperature accelerates, and low temperature retards, the setting, 
it is necessary, in order to get uniform results, to maintain, during 
the test an average temperature of cement, water, and air of 
15-18° C. ; the tools and sand used should be of the same 
temperature. 

The opirfiion that Portland Cement loses in quality by storage 
is erroneous, if the storage is dry and free from draught. The 
practice of specifying fresh cement should be discontinued. 

4. Constancy of Volume. — Portland Cement must be of 
constant volume. It shall be accepted as a decisive test, that a pat 
of neat cement, formed on a glass plate, protected from too rapid 
drying and put under water after twenty-four hours, shall show no 
s|gn of distortioif or cracking on the edge, even after a. long time 
of observation. • 

Explanation . — The pats prepared for the approximate deter- 
mination of the setting time are put under water after twenty-four 
hours, but in no case before the cement has finally set. Pats of 
quick-setting Portland Cement can be immersed in water after 
a shor^r time. The pats, especially those of slow-setting Portland 
Cement, must be protected from drying out before the final set 
takes place, which is best accomplished by putting them into a 
covered box. In this way cracks by shrinkage are avoided, 
which generally appear in the centre of the pat, and may be 
regarded by the inexperienced as due to “ blowing.” 

If in hardening under water the pats show distortions or cracks 
on the edge, this undoubtedly indicates “blowing,” i,e. disinte- 
gration with increase of volume accompanied by gradual disruption 
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of the formerly attained coherence, which may lead to total decay. 
The symptoms of “ blowing ” are generally visible three days after 
the pats are made; under all circumstances an observalion for 
twenty-eight days is sufficient.^, 

5. Fineness of Grinding. — Portland Cement shall be ground 
so fine, that the residue on a sieve of 900 meshes per sq. cm. 
shall not exceed 5 per cent. The width of the mesh shall be 
o’222 mm. 

Explanation —Y ox the test 100 grammes Portland Cement 
shall be used. Since absolutely exact sieves are not procurable, 
differences in the width of the meshes between 0*215 
0*240 mm. are admissible. Fine grinding is important, as 
Portland Cement is used almost exclusively mixed with sand, and 
in many cases even with very high proportions of sand, and the 
strength becomes the greater, the finer the Portland Cement used 
has been ground (more particles of the Portland Cement taking 
part in the hardening process). It would be wrong, however, to 
draw conclusions regarding the quality of a Portland Cement from 
the fineness only. 

6. Strength Tests.— Portland Cement shall be tested for 
compressive strength with a mixture of Portland Cement and sand 
by uniform methods on cubes having 50 sq. cm. surface. 

Explanation . — Experience has proved that strength tests of 
neat Portland Cement do not serve as a correct basis • for 
conclusions as to its adhesive strength when rnixed with sand, 
especially if tests are made for the purpose of comparing different 
brands of Cement. It is necessary therefore {p determine the 
adhesive quality of Portland Cement mixed with sand. 

In practical work mortars are chiefly subjected to compression, 
and for the further reason that the compressive strength test is the 
most reliable, therefore only this test is decisive. ^ 

In order to guarantee the necessary uniformity of tests, such 
apparatus and machines should be used as are employed by the 
Rdyal Institute for Testing Materials at Gross-Lichterfelde (this 
institute will test on application all cement-testing apparatus for 
their accuracy). 

7. Crushing Strength.— Slow-setting Portland Cement, 
mixed i part by weight of cement to 3 parts by weight of 
standard sand, shall show at least izo kilos, per sq. cm. com- 
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pressive strength aftir seven days’ hardening (one day in moist air 
and six days under water). After a further hardening of twenty* 
one dafs in air of a temperature of 15-20" C. the compressive 
strength shall be at least 250 kilos, per sq. cm. In case of con- 
troversy the twenty-eight days’ test only is decisive. 

Portland Cement, which is intended to be used for structures in 
water, shall show at least 200 kilos, per sq. cm. ccfhipressive strength 
after twenty-eight days’ hardening (one day in moist air, twenty- 
seven days in water). 

For immediate control at the building site, a test for tensile 
strength may be made. The Cement (in a mixture of i part by 
weight of Cement to 3 parts by weight of sand) shall show at least 
a tensile strength of 12 kilos, per sq. cm. after seven days’ hardening 
(one day in moist air, six days in water). 

Quick-setting Portland Cement generally shows less strength 
than that given above. For this reason, in giving strength values, 
the setting time must also be mentioned. 

Explanation — different brands of Portland Cement may 
differ materially regarding their respective sand-carrying qualities, 
which is of course a matter of greatest consequence in practical 
work, it is absolutely necessary, especially when comparing 
' different brands, to test the Portland Cement with a high admixture 
of sand. A mixture of 3 parts by weight of sand to i part by 
wqjght of Portland Cement is regarded as the standard. In this 
giixture the adhesive qualities are expressed with sufficient 
accuracy. • 

To fully show the sand-carrying quality of a Portland Cement, 
it is recommencfed to make tests also with a higher proportion of 
sand. Portland Cement, which shows higher strength values, in 
many cases allows the admixture of a larger proportion of sand, 
and fgr this reason, and also on account of its greater strength 
with the normal mixture, is entitled to a higher price. 

Because most Portland Cement is used in structural work, and 
because its adhesive quality cannot be determined in a short time, 
the compressive strength after twenty-eight days’ hardening (one 
day in moist air, six days under water, twenty-one days in air of 
15-20" C.) is accepted as the decisive test, thus adapting the test 
to the requirements of practical work. 
fox the same reason, the storage of the test specimens under 



4o8 


Appendix IV 

water for twenty-seven days, is retained for subh Portland Cement 
which is intended for structural work in water. 

Since the compressive strength cannot be correctly determined 
from the tensile strength, tests for compressive strength are 
recommended, even if the tensile strength shows very high values 
after seven days. 

In order to obtain concordant results, sand of equal size of 
grain and equal quality (standard sand) must be used. The 
German standard sand is taken from the tertiary quartz deposits 
of the brown coal formation near Freienwalde on the Oder. 

The nearly white raw sand is cleaned in a washing machine 
and artificially dried. The sifting of the dry sand is done on 
swinging sieves suspended like a pendulum. One sieve retains 
the coarse parts, while through the other pass the finest parts. 
From each day’s output, a sample is tested by the Royal Institute 
for Testing Materials, as to size of grain and purity. 

For controlling the size of grain, sieves are used, made of sheet 
brass o'25 mm. thick, with circular holes 1*350 mm. ^ndo775 
mm. diam. (These sieves are made by the Royal Institute for 
Testing Materials.) 

The standard sand approved after repeated tests is filled in 
bags and lead-sealed by the Royal Institute for Testing 
Materials. (The standard sand is sold by the Laboratory of the 
Association of German Portland Cement Manufacturers ^^at 
Karlshorst.) •* ,, 

Description of Strength Tests . — As it is iiiiportant to obtain ' 
uniform results, when testing the same Portland Cement in 
different places, the rules given hereafter must be carefully 
adhered to. 

In order to obtain correct average figures, at least five test 
pieces must be made for each test. ^ 

{a) Mixing of the Mortar . — The mixing of the mortar of i part 
by weight of Portland Cement to 3 parts by weight of standard sand 
shall be carried out with the Steinbruck-Schmelzer mortar mixing 
machine (figs. 117, 118, 119) in the following manner. 400 
grammes Portland Cement and 1 200 grammes standard sand are 
first mixed dry with a light spoon in a basin for i minute. To the 
dry mixture is added the amount of water to be determined 
beforehand. The moist mortar is mixed for another minute, and 
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then equally distribtited in the mortar-mixing machine, where it 
is worked for twenty revolutions. 

{b) Quantity of Water . — The amount of water for standard 
mortar is determined by using a cube mould in the following way. 



Dry mortar of the quantities given above is gauged in the first 
test with 128 grammes (8 per cent.) of water, and if necessary in 
the second test with 160 grammes (10 per cent.) of water, and 
mixed in the mortar mixer as described. 




850 to 860 grammes of the ready mixed mortar are filled into 
the cube mould, the filling box of which is provided with two 
notches on its base (fig. 120), and beaten in with the Boehme 
hammer (fig. 121) with stop motion (Martens) with 150 blows. 
According to the state of the mortar during the blows, an 
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opinion can be formed as to which of the above extreme limits 
of percentage of water is nearest the correct one, whereupon 
experiments shall be undertaken with different percent%es of 
water. The amount of water is correct, 
if between the 90th and noth blow the 
liquid cement commences to flow out of 
one of the two notches. The average 
result of three tests with the same amount 
I of water shall be decisive for the making 
of the test specimens 
The extrusion of the liquid takes longer 
when a dry filling box is used than when 
it has been once used, therefore the result 
of the first use of the filling box is in- 
correct. 

{c) Preparation of the Test Specimens . — 

• Test pieces of standard mortar shall be 
made as follows: 850 to 860 grammes of 
mortar, mixed as prescribed, are filled 
into the standard cube moulds ^ and 
? beaten in with the Boehme hammer with 
Martens stop motion with 150 blows, 
r The specimens so made are scraped to 
a surface with a knife, then smoothed ^nd 
marked. ' 

The mortar resulting from 400 grammes 0'/ Portland Cement 
and 1200 grammes of standard sand is sufficient for two test 
cubes. 

The specimens are placed, with the mould, on a non-absorbing 
surface in a moist covered box. They are taken out of the 
moulds after about twenty hours. Twenty-four hours after^ being 
made, the cubes are taken out of the bo|c and put under water 
of 15-18“ C. 

The specimens destined for hardening under water, must not be 
taken out of the water until just before the test. The water 
should not stand more than 2 cm. above the specimens, and 
should be renewed every fourteen days. The specimens destined 

^ The moulds must be well cleaned before use and slightly oiled with a 
mixture of f rape seed oil and | kerosene, 
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for hardening in air, must be placed separately on triangular wood 
slats in a closed room free of draught, having a temperature of 
i5-2o“*C. 



Testing of the Specimen . — In order to obtain uniform results 
when testing, the pressure must always be exerted on one of 
the two side surfaces of the cubes, not on the bottom surface nor 
on the tooled top surface. 

Jhe average result of five tests shall be considered as the 

standard compftssive strength. 

• 

REGULATIONS OF THE ASSOCIATION OF 
GERMAN PORTLAND CEMENT MANU- 
FACTURERS. 

Tlie Association' of German Portland Cement Manufac- 
turers compels its i^embers to fulfil exactly the definition at 
the commencement of this specification and the qualities 
of Portland Cement set forth therein. The obligation reads 
as follows : — 

“ The members of the Association may only sell under the name 
of Portland Cement a product manufactured by burning to in- 
cipient fusion an intimate mixture of finely ground calcareous 
and argillaceous materials (or silicates of lime and alumina) 
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and afterwards grinding to the fineness of flour. They agree 
not to acknowledge as Portland Cement any product manu- 
factured in another than the above way, or to which additions 
during or after burning have been made, and to regard the 
selling of such product under the name of Portland Cement as 
intention to deceive the buyer. Small additions, however, up to 
3 per cent., which may be necessary for the regulation of the 
setting time or for other special purposes, are not prohibited by 
this obligation. 

“The members of the Association furthermore pledge them- 
selves to furnish Portland Cement in all respects according to 
this standard specification. 

“If a consumer calls for a Portland Cement ground coarser 
than required by this specification, or for coloured Portland 
Cement, the delivery of such cement is allowed. 

“ If a member of the Association acts in contravention of this 
engagement, he shall be expelled from the Association. The 
expulsion shall be published.” 

The products of the members are tested every year in the 
Laboratory of the Association at Karlshorst to determine whether 
they are in accordance with these specifications. The results of 
these tests are published at the general meeting. 
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APPENDIX V 

7 RENCH GOVERNMENT 
SPECIFICATION 

Issued by the Ministry of Public Works, June 2, 1902. Modified 
BY MINISTERIAI, CiRinJLARS OF NOVEMBER 29, I904, NOVEMBER 9, 
1909, AND December 24, 1910. 

General Conditions Applicable to All Supplies 

Method of Delivery. — The cement shall be delivered in sacks 
or in barrels. 

The sacks shall contain a net weight of 25 or of 50 kilos.; 
they shall be sewn on the inside and closed by a lead seal 
bearing the manufacturer’s mark, and in a manner approved by 
the Administration. 

The barrels shall bear on one end the factory mark and on the 
other the net weight of the cement which they contain. 

The sacks and barrels shall be in perfect condition at the time 
of delivery, and any cement which has been affected by damp 
shftll be rejected. 

• On the arrival of each delivery, the bill of lading or the numbers 
of the trucks shall be handed to the engineer. 

Storage. — The sacks or barrels of cement shall be kept in 
dry, closed, and covered stores ; they shall be placed therein in 
distinct heaps corresponding to each delivery. 

The contractor shall have the care and responsibility of the 
cem^t in the warehouse until the moment of its use. 

Every sack or barr#l of cement which is found damaged, or of 
which the covering is not in good condition at the time of delivery, 
shall be rejected. 

Tests. — No cement shall be employed before having been 
submitted to the tests stipulated by the prescribed specification 
and accepted conditionally. 

The engineer shall have the right to re-make, during the storage 
of cement accepted conditionally, the tests stipulated by the 
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prescribed specification, and to reject the deliveries which do not 
fulfil, at the moment of delivery for use or of final acceptance, the 
conditions exacted by these tests. ^ 

When the tests have given unfavourable results, the contractor 
may demand that they be repeated at the laboratory of the Ecole 
des Fonts et Chaussees. 

Sampling. — The samples to be submitted to the tests shall be 
taken at different depths and points, from several sacks, barrels, or 
heaps, selected by the engineer. The cement forming the various 
samples shall not be mixed. 

Quality. — The cement shall be of uniform quality and com- 
position. It shall contain no unburnt or foreign matter. 

Fineness. — The tests shall be made on a sample of 100 
grammes. The sifting shall be effected by means of sieves of 
324, 900, and 4900 holes per sq. cm. The wires of these three 
sieves shall be of the respective thicknesses of 20, 15, and of 
a millimetre. 

Weight. — The weight shall be determined by gently pouring 
the cement, without shaking, into a metal measure, cylindrical in 
form, having a capacity of i litre and a height of 10 cm. The 
cement contained in the measure shall be weighed ; the average 
results of three successive operations shall be taken as the weight 
of the sample. 

In case of dispute, the filling of the measure shall be effected 
by means of a funnel, containing a sieve of perforated plate having 
holes of 2 mm. ; this funnel shall be placed in such a manner, 
that the bottom of the tube shall be 5 cm. above the measure. 
The cement shall be poured in without shaking or jarring of 
any kind. When the measure overflows, the material in excess 
shall be removed by scraping it off with a straight-edge, held 
vertically. < 

Set . — The cement shall be gauged with potable water into a 
stiff paste, and shall be made in the form of a pat about 4 cm. 
thick, immediately immersed either in fresh water or in sea water, 
according to the conditions of the particular specification adopted. 
The cement, water, and immersion tank shall be of a temperature 
of at least 15’ C., when it is desired to determine the maximum 
rapidity of set, and at most 15“ C., when it is desired to ascertain 
the minimum. 
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The commencement of set shall be when a Vicat needle, having 
a section of i sq. mm., and weighing 300 grammes, does not 
wholly penetrate the pat. 

The final set shall be the time^when the surface of the pat 
supports the same needle, without appreciable penetration, such 
as a mm. 

In case of dispute, the term “ stiff paste ” sfiall be estimated as 
follows. When gauged in the proportion of five minutes per 
kilo., this paste, in a box 4 cm. deep, shall be penetrated to 
within 6 mm. of the bottom of the box, by a consistence plunger 
of I cm. diameter and 300 grammes weight. 

Tensile Strength. — The tests for tensile strength shall be 
made on a stiff paste of pure cement, and on a plastic mortar of 
cement gauged with fresh water. They shall be carried out by 
means of test pieces in the form of a figure 8, having a section in 
the centre of 5 sq. cm. 

The moulds in which the test pieces are to be made shall be 
filled in t)ne operation ; they shall be first shaken to expel air- 
bubbles, the paste or the mortar shall then be pressed with a 
trowel but not rammed, then, with the edge of the trowel, the 
excess material shall be scraped off, and the surface of the test 
piece smoothed off. 

Each test shall consist of the breaking of six briquettes; the 
teisile strength shall be the mean of the four best results. 

• The mortar shall be composed of i part of cement to 3 of dry 
sand, by weight, ^fhe sand shall be composed of equal parts of 
grains of three ^izes, separated by four sieves of perforated iron, 
having holes of i, and 2 mm. in diameter. 

The briquettes, after having been kept in damp air and 
sheltered from draughts and the direct rays of the sun, during 
the time fixed by the specification adopted, shall be removed 
from the moulds and i<nmersed in fresh or sea water according to 
the condition of the specification ; in any case, the water shall be 
renewed every seven days. 

In case of dispute, the stiff paste of neat cement shall be 
that designated by the previous clause, and the plastic cement 
mortar shall be a mortar composed of Leucate shore sand, 
furnished by the Administration, and gauged with a quantity of 
water equal to i kilo, of material to 55 grammes 4 - | P, P being 
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the weight of water necessary to make i kilo, of cement into a 
stiff paste. 

Cold and Hot Distortion Tests.— The tests for distortion 
in the cold, shall be made with pats of cement gauged with fresh 
water into a stiff paste.' The pats, being about lo cm. diameter 
and 2 cm. thick, shall be thinned out on the edges, and placed 
on glass plates ; the pats shall be immersed under the conditions 
stipulated by the specification adopted, and kept in water until the 
cement has been definitely accepted. 

None of the pats shall show the least trace of blowing, buckling, 
or bursting ; the edges of the pats shall remain firmly fixed to the 
glass, and shall not show any signs of lifting. 

The tests for distortion in the hot, shall be determined with 
cylindrical test pieces of a diameter and depth of 30 mm. 
moulded in a brass tube, ^ mm. in thickness, split vertically and 
carrying, soldered to each end of the slit, a needle of 1 50 mm. 
in length. 

Twenty-four hours after being set, these test piece's shall be 
immersed in water, which shall be gradually raised to the tempera- 
ture fixed by the specification, and maintained at that temperature 
during the time likewise fixed by the specification ; then cooled 
to the initial temperature. The increase of distance between the 
points of the needles, shall not exceed the figure indicated by the 
specification adopted. 

None of the pats and test pieces shall show the least trace 
blowing or distortion, such as cracks, buckling,’ or bursting. The 
edges of the pats shall remain firmly fixed to tjie glass without 
any sign of lifting. 

Constancy of Temperature.— The water in which the pats 
and test pieces are kept, shall be maintained at temperatures of 
between 12" and 18“ C. c 

Removal of Rejected Cement.— R<»jected cement shall be 
removed from the stores at the cost of the contractor, within ten 
days dating from the official notification of rejection ; in default 
of the contractor conforming to this order, it shall be the duty of 
the engineer to remove the rejected cement, and this cement shall 
be removed at the cost and risk of the contractor, and placed in 
stores hired at his expense. 
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SPECIFICATION A 

For the Supply of Cepient intended for 
Sea-Water Work 

Definition. — The Portland Cement shal? be produced by 
the grinding of an intimate mixture of carbonate of lime, silica, 
alumina, and iron, burned to incipient vitrifaction. 

Origin and Inspection at the Factory.— The cement 
shall emanate directly and exclusively from . . . 

The Administration reserves the right of exercising its control 
at the factory over the manufacture, as well as over the storage 
and forwarding, of the cement which shall be furnished in exe- 
cution of the present contract. 

The Administration shall have the power of installing special 
permanent inspectors at the factory. 

Methqd of Delivery. — The cement shall be delivered . . . 
... (in sacks or in barrels). 

Chemical Composition. — The cement shall not contain 
more than per cent, of sulphuric acid, 2 per cent, of magnesia, 
nor 8 per cent, of alumina, nor shall it contain sulphides in 
weighable quantities. 

fhe index of hydraulicity, that is to say, the proportion 
between the w^ght of the combined silica and alumina on the 
• one part, and the weight of lime and magnesia on the other part, 
shall be at least 0-47 for a percentage of 8 per cent of alumina, 
with a diminution of 0*02 for each i per cent, of alumina below 
8 per cent. 

Fineness of Grinding. — The cement shall leave a maximum 
of temper cent, of its weight on a sieve having 900 meshes per 
sq. cm. 

Weight. — The weight of a litre of cement shall be at least 
1200 grammes. 

Time of Set. — Cement immersed in fresh water shall not 
commence to set in less than twenty minutes. 

The set shall be completely finished within a period not less 
than three hours, nor more than twelve hours. 

Tensile Strength of Neat Cement.— Briquettes of neat 

2 £ 
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cement, immersed in sea water after twenty-four hours, shall with- 
stand a resistance to tensile strain per sq. cm. of at least ; 

c 

25 kilos, after seven days 
^ 35 kilos. aft‘er twenty-eight days. 

The strength developed shall also increase at least 3 kilos, 
from the seven to' twenty-eight days. 

Tensile Strength of Cement Mortar.—Briquettes of 
mortar, immersed in sea water at the end of twenty-four hours, 
shall withstand a tensile strain per sc^. cm. of at least : 

8 kilos, after seven days 
^ 1 5 kilos, after twenty-eight days. 

The strength developed shall also increase 2 kilos, from the 
seven to twenty-eight days. 

Distortion in Cold and Hot Water.— The pats and test 
pieces shall bo kept in a damp atmosphere during twenty-four 
hours. The pats shall then be immediately immersed in sea 
water. The temperature of the test for distortion in hot water 
shall be 100" C., which shall be maintained for three hours. The 
increase of the distance between the points of the needle shall not 
exceed 5 mm. 


SPECIFICATION B , 

« 

For the Supply of Cement not for Use in Sea Water 

Definition. — The Portland Cement shall be produced by the 
grinding of an intimate mixture of carbonate of lime, silica, alu- 
mina, and iron, burned to incipient vitrifaction. 

Origin and Inspection at the Factory.— The foment 
shall emanate directly and exclusively from . . . 

The Administration reserves the right of exercising its control 
at the factory over the manufacture, as well as over the storage and 
forwarding, of the cement which shall be furnished in execution 
of the present contract. 

1 The above figures are the minimum ; the engineer can increase them after 
he has satisfied himself that the manufacturers are able to supply that which he 
specifies. 
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The Administration shall have the power of installing special 
permanent inspectors at the factory. 

Metllod of Delivery. — The cement shall be delivered . . . 
... (in sacks or in barrels). ^ 

Chemical Composition. — The cement shall not contain 
more than 3 per cent, of sulphuric acid, 5 per cent, of magnesia, 
and 10 per cent, of alumina, nor sulphides in wetghable quantities. 

Fineness of Grinding. — The cement shall leave at most 
30 per cent, of its weight on a sieve of 4900 meshes per sq. cm., 
and 10 per cent, on a sieve having 900 meshes per sq. cm. 

Weight. — The weight of a litre of cement shall be at least 
1100 grammes. 

Time of Set. — Cement immersed in fresh water shall not 
commence to set in less than twenty minutes. 

The set shall be completed within a period of not less than two 
hours nor more than twelve hours. 

Tensile Strength of Neat Cement.— Briquettes of neat 
cement, immersed in fresh water after twenty-four hours, shall 
withstand a resistance to tensile strain per sq. cm. of at least : 

25 kilos, after seven days 
^ 35 kilos, after twenty-eight days. 

The strength developed shall also increase at least 3 kilos, 
between the seven and twenty-eight days. 

iTensile Strength of Cement Mortar.— Briquettes of 
pfortar, immersed ir^ fresh water at the end of twenty-four hours, 
shall withstand a tensile strain per Sq. cm. of at least : 

• 8 kilos, after seven days 
1 1 5 kilos, after twenty-eight days. 

The strength developed shall also increase at least 2 kilos, 
betweai the seven and twenty-eight days. 

Distortion in Hot, Water. —The test pieces shall be pre- 
served in a damp atmosphere for twenty-four hours. The tem- 
perature of the test shall be 100“ C., and shall be maintained for 
three hours. The increase of distance between the points of the 
needles shall not exceed 10 mm. 

1 The above figures are the minimum ; the engineer can increase them 
after he has satisfied himself that the manufacturers are able to supply that 
which he specifies. 


2 £ 2 



41 8 Appendix V 

cement, immersed in sea water after twenty-four hours, shall with- 
stand a resistance to tensile strain per sq. cm. of at least ; 

c 

25 kilos, after seven days 
^ 35 kilos. aft‘er twenty-eight days. 

The strength developed shall also increase at least 3 kilos, 
from the seven to' twenty-eight days. 

Tensile Strength of Cement Mortar.—Briquettes of 
mortar, immersed in sea water at the end of twenty-four hours, 
shall withstand a tensile strain per sc^. cm. of at least : 

8 kilos, after seven days 
^ 1 5 kilos, after twenty-eight days. 

The strength developed shall also increase 2 kilos, from the 
seven to twenty-eight days. 

Distortion in Cold and Hot Water.— The pats and test 
pieces shall bo kept in a damp atmosphere during twenty-four 
hours. The pats shall then be immediately immersed in sea 
water. The temperature of the test for distortion in hot water 
shall be 100" C., which shall be maintained for three hours. The 
increase of the distance between the points of the needle shall not 
exceed 5 mm. 


SPECIFICATION B , 

« 

For the Supply of Cement not for Use in Sea Water 

Definition. — The Portland Cement shall be produced by the 
grinding of an intimate mixture of carbonate of lime, silica, alu- 
mina, and iron, burned to incipient vitrifaction. 

Origin and Inspection at the Factory.— The foment 
shall emanate directly and exclusively from . . . 

The Administration reserves the right of exercising its control 
at the factory over the manufacture, as well as over the storage and 
forwarding, of the cement which shall be furnished in execution 
of the present contract. 

1 The above figures are the minimum ; the engineer can increase them after 
he has satisfied himself that the manufacturers are able to supply that which he 
specifies. 
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6. Time of Setting.— The cement shall not acquire its initial 
set in less than forty-five minutes, and must have acquired its final 
set withm ten hours. 

7. Tensile Strength. — Briquettes made of neat cement, after 
being kept in moist air for twenty-four hours, and the rest of the 

► time in water, shall develop tensile strength jjer square inch as 
follows : — 

Pounds. 

After seven days 500 

After twenty-eight days 600 

8. Briquettes made up of i part cement and 3 parts standard 
Ottawa sand, by weight, shall develop tensile strength per square 
inch as follows : — 

Pounds. 

After seven days . 200 

After twenty-eight days 275 

9. The average of the tensile strengths developecf at each age, 
by the briquettes in any set made from one sample, is to be con- 
sidered the strength of the sample at that age, excluding any 
results that are manifestly faulty. 

10. The average strength of the sand mortar briquettes at 
twenty-eight days, shall show an increase over the average strength 
at seven days. 

V, Brand.— Bids for furnishing cement, or for doing work in 
v^ich cement is*to be used, shall state the brand of cement pro- 
posed to be furnishM, and the mill at which made. The right is 
reserved to reject any cement which has not established itself as a 
high-grade Portland Cement, and has not been made by the same 
mill for two years, and given satisfaction in use for at least one 
year under climatic and other conditions at least equal in severity 
to.tho^ of the work proposed. 

12. Packages.— cement shall be delivered in sacks, 
barrels, or other suitable packages (to be specified by the 
engineer), and shall be dry and free from lumps. Each package 
shall be plainly labelled with the name of the brand, and of the 
manufacturer. 

13. A sack of cement shall contain 94 pounds net. A barrel 
shall contain 376 pounds net. Any package that is short 
weight or broken, or that contains damaged cement, may be 
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rejected, or accepted as a fractional package, at the option of 
the engineer. 

14. Inspection. — The cement shall be tested in accordance 
with the standard methods hereinafter prescribed. In general the 
cement will be inspected and tested after delivery, but partial or 
complete inspection at the mill may be called for in the specifica* 
tions or contract. Tests may be made to determine the chemical 
composition, specific gravity, fineness, soundness, time of setting, 
and tensile strength, and a cement may be rejected in case it fails 
to meet any of the specified requirements. An agent of the 
contractor may be present at the making of the tests, or they may 
be repeated in his presence. 

15. In case of the failure of any of the tests, and if the con- 
tractor so desires, the engineer may, if he deem it to the interest 
of the United States, have any or all of the tests made or repeated 
by the Bureau of Standards, United States Department of Com- 
merce and Labour, in the manner hereinafter specified, all expenses 
of such tests to be paid by the contractor. All such tests shall 
be made on samples furnished by the engineer. 


Standard Methods of Testing 

16. Sampling. — The selection of the samples for testing, will 
be left to the engineer. The number of packages sampled, arid 
the quantity to be taken from each package, will depend on the 
importance of the work, the number of tests to be made, and the 
facilities for making them. 

17. The samples should be so taken as to represent fairly the 
material, and, where conditions permit, at least i barrel in every 
50 should be sampled. Before tests are made, samples ^l;)all be 
passed through a sieve having 20 meshes pgr linear inch to remove 
foreign material. Samples shall be tested separately for physical 
qualities, but for chemical analysis mixed samples may be used. 
Every sample should be tested for soundness, but the number 
of tests for other qualities will be left to the discretion of the 
engineer. 

iS. Chemical Analysis.— The method to be followed for the 
analysis of cement shall be that proposed by the Committee on 
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Uniformity in the Analysis of Materials for the Portland Cement 
Industry, reported in the Journal of the Society for Chemical 
Industry, vol. xxi. p. 12, 1902, and published in Engineering 
Ne2vs, vol. 1. p. 60, 1903, and in^ the Engineering Record^ vol. 
xlviii. p. 49, 1903. * 

19. The insoluble residue shall be determined on a i-gramme 
sample, which is digested on the steam bath, ifj hydrochloric acid 
of approximately ro35 specific gravity, until the cement is dis- 
solved. The residue is filtered, washed with hot water, and the 
filter-paper contents digested on the steam bath in a 5 per cent, 
solution of sodium carbonate. The residue is then filtered, 
washed with hot water, then with hot hydrochloric acid, 
approximately of 1*035 specific gravity, and finally with hot 
water, then ignited and weighed. The quantity so obtained 
is the insoluble residue. 

20. Determination of Specific Gravity.— The determina- 
tion of specific gravity may be made with a standardised apparatus 
of Le Cliatelier or other equally accurate form. Benzine (62" 
Baume naphtha), or kerosene free from water, should be used in 
making the determination. The cement should be allowed to 
pass slowly into the liquid of the volumenometer, taking care that 
the powder does not adhere to the sides of the graduated tube 
above the liquid, and that the funnel through which it is introduced 
d(^s not touch the liquid. The temperature of the liquid in the 
Jlask should net vary more than 1° F. during the operation. To 

' this end the flask Should be imrnersed in water. The results of 
repeated tests should agree within o*oi. 

21. If the specific gravity of the cement, as received, is less than 
3*10, a redetermination may be made as follows: — 

Seventy grammes of the cement is placed in a nickel or platinum 
grucijple, about 2 inches in diameter, and heated for thirty minutes 
at a temperature bet^yeen 419“ C. and 630° C. After the cement 
has cooled to atmospheric temperature, the specific gravity shall 
be determined in the same manner as described above. The 
cement should be heated in a muffle or other suitable furnace, the 
temperature of which is to be maintained above the melting 
point of zinc (419“ C.), but below the melting point of antimony 
(630“ C.). This maximum temperature can be recognised as a 
very dull red, which is just discernible in the dark. 
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22. Determination of Fineness. — T^he No. 100 and 

No. 200 sieves shall conform to the standard sieve specifica- 
tions of the Bureau of Standards, Department of Confimerce 
and Labour. ^ 

23. The determination of fineness should be made on a 50- 
gramme sample, which may be dried at a temperature of 100“ C. 
(212“ F.) prior to sifting. The coarsely screened sample should 
be weighed and placed on the No. 200 sieve, which, with the pan 
and cover attached, should be held in one hand in a slightly inclined 
position, and moved forward and backward in the plane of inclina- 
tion, at the same time striking the side gently, about 200 times per 
minute, against the palm of the other hand, on the upstroke. The 
operation is to be continued until not more than 0-05 gramme will 
pass through in one minute. The residue should be weighed, then 
placed on the No. 100 sieve, and the operation repeated. The 
sieves should be thoroughly dry and clean. Determination of 
fineness may be made by washing the cement through the sieve, 
or by a mechanical sifting device, which has been previously 
standardised with the results obtained by hand-sifting on equivalent 
samples. In case of the failure of the cement to pass the fineness 
requirements by the washing method, or the mechanical device, it 
shall be tested by hand. 

24. Mixing Cement Pastes and Mortars.— The quantity 
of cement, or cement and sand to be used in the paste or morteJ, 
should be expressed in grammes, and the quantity oi water in cubic^ 
centimetres. The material should be weighed, placed upon a ' 
non-absorbent surface, thoroughly mixed dry, if sand be used, and 

a crater formed in the centre, into which the proper percentage of 
clean water should be poured ; the material on the outer edge 
should be turned into the crater by the aid of a trowel. As soon 
as the water has been absorbed, the operation should be competed 
by vigorously mixing with the hands for 0^ minute and a half. 
During the operation of mixing, the hands should be protected by 
rubber gloves. The temperature of the room and the mixing 
water should be maintained as nearly as practicable at 21 " C. 
(70^ F.). 

25. Determination of Normal Consistency.— The normal 
consistency for neat paste to be used in making briquettes and 
pats should be determined by the ball method, as follows : — 
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26. A quantity of cement paste should be mixed in the manner 

above described under Mixing Cement Pastes and Mortars, and 
quickly* formed into a ball about z inches in diameter. The 
ball should then be dropped upon a hard, smooth, and flat surface 
from a height of 2 feet. The paste is of normal consistency when 
the ball does not crack, and does not flatten more than one-half 
of its original diameter. • 

27. Trial pastes should be made with varying percentages of 
water until the correct consistency is obtained. 

28. The percentage of water to be used in mixing mortars for 
sand briquettes is given by the formula : 


in which 


y=i 


n-\- 1 


+ A", 


y is the percentage of water required for the sand mortar, 

P is the percentage of water required for neat cement paste 
of normal consistency, 

n is the number of parts of sand to one of cement by weight, 
and 

A" is a constant which for standard Ottawa sand has the 
value 6*5. 


The percentage of water to be used for mortars containing 3 
pajts standard Ottawa sand, by weight, to i of cement, is indicated 
the followin^statement : — 

* * . Percentage of Water for 

Percentage of Water for , ^ Mortars of 

Neat Cement Paite. Standard Ottawa Sand. 


18 . 

19 . 

20 . 
' 

22 . 

23 • 

24 . 

25 • 

26 . 

27 • 

28 . 

29 . 


9-5 

97 

9-8 
10 ’O 
10*2 
10*3 
10*5 
107 
10 ’8 
iro 
11*2 
II-3 


29. Determination of Soundness— Pats of neat cement 
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paste of normal consistency, about 3 inches in diameter, one-half 
inch in thickness at the centre, and tapering to a thin edge, 
should be kept in moist air for a period of twenty-four ^ hours. 
One pat should then be kept in air and a second in water, at the 
ordinary temperature of the laboratory, not to vary greatly from 
21° C. (70“ F.), and both observed at intervals for at least 
twenty-eight days. ^ A third pat should be exposed to steam at 
atmospheric pressure, above boiling water, for five hours. 

30. Determination of Time of Setting.— The time of 
setting should be determined by the standardised Gillmore 
needles, as follows : A pat of neat cement paste, about 3 inches in 
diameter and one-half inch in thickness, with flat top, mixed at 
normal consistency, should be kept in moist air, at a temperature 
maintained as nearly as practicable at 21“ C. (70“ F.). The 
cement is considered to have acquired its initial set when the pat 
will bear, without appreciable indentation, a needle one-twelfth 
of an inch in diameter, loaded to weigh one-fourth of a pound. 
The final set has been acquired when the pat will bear, without 
appreciable indentation, a needle one twenty-fourth of an inch in 
diameter, loaded to weigh i pound. In making the test, the 
needle should be held in a vertical position, and applied lightly 
to the surface of the pat. The pats made for the soundness test 
may be used to determine the time of setting. 

31. Tensile Tests. — Tensile tests should be made on^jin 
approved machine. The test pieces shall be briquettes of the forn^ 
recommended by the Committee on Uniform Tests of Cement of ' 
the American Society of Civil Engineers, and illustrated in Circular 
33 of the Bureau of Standards (see fig. 135, p. 444)- The briquettes 
shall be made of paste or mortar of normal consistency. Immedi- 
ately after mixing, the paste or mortar should be placed in the 
moulds, pressed in firmly by the fingers, and smoothed off ^ith ^ 
trowel, without mechanical ramming. Th^ material should be 
heaped above the mould, and in smoothing off, the trowel should 
be drawn over the mould in such a manner as to exert a moderate 
pressure on the material. The moulds should be turned over and 
the operation of heaping and smoothing off repeated. Not less 
than three briquettes should be made and tested for each sample, 
for each period of test. The neat tests are not considered so 
important as the sand tests. The briquettes should be broken as 



United Stages Government Specification 427 

soon as they are re*moved from the water. The load should be 
applied at the rate of 600 pounds per minute. 

32. •Storage of Test Pieces.— During the first twenty- 
four hours after moulding, the tegt pieces should be kept in air 
sufficiently moist to prevent them from drying. After twenty-four 
hours in moist air, the test pieces should be immersed in water. 
The air and water should be maintained as nearly as practicable 
at 21“ C. (70“ F.). 

33. Standard Sand. — The sand to be used shall be natural 
sand from Ottawa, III, screened to pass a No. 20 sieve and 
retained on a No. 30 sieve. 

34. Sand having passed the No. 20 sieve, shall be considered 
standard when not more than 2 grammes pass the No. 30 sieve, 
after one minute continuous sifting of a 200-gramme sample. 

35. The No. 20 and No. 30 sieves shall conform to the 
standard sieve specifications of the Bureau of Standards, Depart- 
ment of Commerce and Labour. 


II. METHODS OF CHEMICAL ANALYSIS 

Prefatory Note.— While it may not be necessary to follow 
the standard method of analysis in routine tests, when only a 
general indication of composition is desired, this method, includ- 
ing all precairtions as stated in footnotes and italicised text, must 
' always be followed when the results are to be used as the basis 
for rejection, or when an accurate knowledge of composition is 
desired. 

The standard method can only yield accurate results in the 
hands of a careful and experienced analyst, when all precautions 
^re^properly observed, and even under these conditions, the 
results obtained ii\,the determinations of Magnesia (MgO), 
sulphuric anhydride (SO3), “loss on ignition” and “insoluble 
residue ” may be ± o' 10 per cent, in error, while, in general, results 
reported for magnesia tend to be too high. Under less favourable 
conditions, the errors may be of much greater magnitude. ^ 

It is desired to emphasise these points, so as to prevent rejection 
of material, if the specified limits are exceeded by less than o'lo 
per cent. 
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Chemical Analysis 

Method suggested for the Analysis of Limestones, Raw Milktures, 
and Portland Cement by the Committee on Uniformity in Technical 
Analysis, with the Advice of W. F. Hillebrand. 

Report of Sub-committee (New York Section Society of Chemical Industry) 

on Uniformity in Analysis of Materials for the Portland Cement Industry.^ 

{All mailer printed in italics, both in text and footnotes, has been added during 
the preparation of this circular at the suggestion and with the approval of 
IV. F. Hillebrand, with special application to the analysis of Portland 
Cement . ) 

Solution. — One-half gramme ^ of the finely powdered sub- 
stance is to be weighed out and, if a limestone or unburned mix- 
ture, strongly ignited in a covered platinum crucible over a strong 
blast for fifteen minutes, or longer if the blast is not powerful 
enough to effect complete conversion to a cement in this time. 
It is then transferred to an evaporating dish, preferably of platinum 
for the sake of celerity in evaporation, moistened with enough 
water to prevent lumping, and 5 to lo c.c. of strong HCl added, 
and digested with the aid of gentle heat and agitation, until 
solution is completed. Solution may be aided by light pressure 
with the flattened end of a glass rod.^ The solution is then 
evaporated to dryness, as far as this may be possible on the bath. 

Silica (Si02). — The residue, without further heating, is treated 
at first with 5 to 10 c.c. of strong HCl, which is t}}en diluted to 
half .strength or less, or upon the residue may b,e poured at once 
a larger volume of acid of half strength. The dish is then covered, 
and digestion allowed to go on for ten minutes on the bath, after 
which the solution is filtered, and the separated silica washed 
thoroughly with water. The filtrate is again evaporated to dry- 
ness, the residue, without further heating, taken up with acid 

^ The original method was reported in the Journal of the Society for Chemi- 
cal Industry, vol. xxi. p. 30, but the method was subsequently modified by the 
committee, and the above text practically conforms to that in the Engineering 
Record, vol. xlviii. p. 49 ; Engineering News, vol. 1 . p. 60. 

^ If a limestone, 075 gramme should be used, the approximate equivalent of 
0*5 gramme of cement. 

^ If anything remains undecomposed it should be separated, fused with a 
little Na^COs, dissolved, and added to the original solution. Of course a small 
, amount of separated non-gelatinous silica is not to be mistaken for undecom- 
posed matter. 
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and water, and th*e small amount of silica it contains separated 
on another filter paper. The papers containing the residue are 
transferred wet to a weighed platinum crucible, dried, ignited, 
first over a Bunsen burner, until the carbon of the filter is com- 
pletely consumed, and finally over the blast for fifteen minutes, 
and checked by a further blasting for ten minutes or to constant 
weight. * 

The silica, if great accuracy is desired, is treated in the crucible 
with about 10 c.c. of HF and 4 drops ^ H2SO4, and evaporated 
over a low flame to complete dryness. The small residue is 
finally blasted for a minute or two, cooled, and weighed. The 
difference between this weight and the weight previously obtained 
gives the amount of silica.^ 

Alumina and Iron (AUOg and Fe.Og).— The filtrate, about 
250 c.c. from the second evaporation for Si02, is made alkaline 
with NH4OH, after adding HCl, if need be, to ensure a total of 
10 to 15 c.c. strong acid,^ and boiled to expel excess of NHg, or 
until tlwe is but a faint odour of it, and the precipitated iron and 
aluminum hydroxides, after settling, are washed once by decanta- 
tion, and slightly on the filter. Setting aside the filtrate, the 
precipitate is dissolved in hot dilute HCl, the solution passing 
into the beaker in which the precipitation was made. The 
aluminum and iron are then reprecipitated by NH40H,^ boiled, 
a<id the second precipitate collected and washed on the filter used 
in the first in^ance. The filter paper, with the precipitate, is then 
placed in a weighed platinum crucible, {the one containing the residue 
from the silica, if this was corrected hy hydrofluoric acid treatment), 
the paper burned off, and the precipitate ignited and finally 
blasted five minutes, with care to prevent reduction, cooled and 
weighed as AlgOg + FcgOg.'^ 

1 5 c,c. HF and 2 drops are sufficient. 

2 For ordinary confPbl in the plant laboratory this correction may, 
perhaps, be neglected ; the double evaporation never. The silica so found 
does not represent quite all in the material under analysis; a little has pass^ 
into the filtrate. Account should be taken of a possible loss in weight of the 

crucibleitself if the blast is very powerful. 

3 And 2 or % c.c. of bromine water. Bromine water is used for the purpose of 
collecting practically all the manganese here, instead of allowing it to distribute 
among several different precipitates. 

This precipitate contains Ti02, FaOs* ^0304. 
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Iron (Fe 203 ). — The combined iron and aluminum oxides are 
fused in a platinum crucible at a very low temperature, with about 
3 to 4 grammes of KHSO4, or, better, NaHS04j the melt taken 
up with so much dilute H2S0^ that there shall be no less than 
5 grammes absolute acid, and enough water to effect solution on 
heating. The solution is then evaporated and eventually heated 
till acid fumes comd off copiously. After cooling and redissolving 
in water, the small amount of silica is filtered out, weighed, and 
corrected by HF and H2S04.^ The filtrate is reduced by zinc, 
or preferably by hydrogen sulphide, boiling out the excess of the 
latter afterwards while passing CO^ through the flask, and titrated 
with permanganate.^ 

The strength of the permanganate solution should not be 
greater than 0*0040 g. Fe203 per c.c. 

Lime (CaO). — To the combined filtrate from the Al.^OgF 
FcgOg precipitate, a few drops of NH4OH are added, and the 
solution brought to boiling. To the boiling solution, 20 c.c. of 
a saturated solution of ammonium oxalate is added, and the 
boiling continued, until the precipitated CaC204 assumes a well- 
defined granular form. It is then allowed to stand for twenty 
minutes, or until the precipitate has settled, and then filtered and 
washed. The precipitate and filter are placed wet in a platinum 
crucible, and the paper is burned off over a small flame of a Bunsen 
burner. It is then ignited, redissolved in HCl, and the solution 
made up to 100 c.c. with water. Ammonia is added i'n slight excess, , 
and the liquid is boiled. If a small amount of Al^Og separates, 
this is filtered out, weighed, and the amount added to that found 
in the first determination, when greater accuracy is desired. The 
lime is then reprecipitated by ammonium oxalate, allowed to stand 
until settled, filtered and washed,^ weighed as oxide after ignition, 

« 

^ Or the corresponding pyrosulphates^ which are less troublesome and more 
effective than the acid sulphates. 

^ This correction of AljOg, Fe203 for silica should not be made when the 
HF correction of the main silica has been omitted, unless that silica was 
obtained by only one evaporation and filtration. After two evaporations and 
filtrations, i to 2 mg. of Si02 are still to be found with the AlgOg, Fe208. 

^ In this way only is the influence of titanium to be avoided, and a correct 
result obtained for iron. 

^ The volume of wash water should not be too large ; vide Hille brand, 
United States Geological Survey, Bull, 422, p. iio. 
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and blasted in a covered crucible to constant weight, or determined 
with dilute standard permanganate,^ 

Magnesia (MgO). — The combined filtrates from the calcium 
precipitates are acidified with HCl, and concentrated on the 
steam bath to about 150 c.c. ; 10 c.c. of saturated solution of 
Na(NH4)HP04 is added, and the solution boiled for several 
minutes. It is then removed from the flafne, and cooled by 
placing the beaker in ice water. After cooling, NH4OH is added, 
drop by drop, with constant stirring until the crystalline ammonium- 
magnesium orthophosphate begins to form, and then in moderate 
excess, the stirring being continued for several minutes. It is 
then set aside for several hours in a cool atmosphere and filtered. 
The precipitate is redissolved in hot dilute HCl, the solution 
made up to about 100 c.c., i c.c. of a .saturated solution of 
Na(NH4)HP04 added, and ammonia, drop by drop, with constant 
stirring, until the precipitate is again formed as described and the 
ammonia is in moderate excess. It is then allowed to stand 
for abouV two hours, when it is filtered on a paper or a (looch 
crucible, ignited, cooled, and weighed as Mg2P207. 

The pyrophosphate invariably contains calcium, ivhich can be 
determined as follows : — 

Dissolve the ignited pyrophosphate in a little dilute and add 

enough absolute alcohol to make about 90 to 95 per cent, of the final 
vo^ime. After several hours, collect the small and sometimes almost 
fnvisible precipftate of calcium sulphate on a small flier, and wash it 
' free of phosphoric afid with alcohof Dry the filter, and extract from 
it the precipitate, by a few cubic centimetres of hot water acidulated with 
HCl. Make tins solution alkalme with ammonia, throw in a few 
crystals of ammonium oxalate, and continue heating till a precipitate 
becomes visible. After an hour, filter, wash, and ignite to calcium 
c^pcid% Its weight, averaging perhaps 0*5 mg., is to be added to that 
of the lime already f^und, and subtracted as tricalcium phosphate 
{not pyrophosphate) from that of the magnesium pyrophosphate. 

In order to determine approximately the iron and aluminum 
present the following procedure may be followed ; — 

' The accuracy of this method admits of criticism, but its convenience and 
rapidity demand its insertion. 

2 A paper filter should always he used if the pyrophosphate is to be corrected 
for contaminations. 
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Evaporate the alcoholic filtrate from the calcium sulphate, and 
heat the residue to destroy separated organic matter. Take the 
residue up with a little HCl and water, and when dissolved, add 
a drop of bromine water. Add ammonia till the magnesia is again 
precipitated, and let stand for an hour. Decant most of the super- 
natant liquid and add slowly, drop by drop, acetic acid till all fine- 
grained matter has dissolved. Usually there ivill remain a little 
flocculent matter, which is likely to consist in greater part, or wholly, 
ff phosphates of iron and aluminum, {and mafiganese if this last 
was not removed by bromine and anwionia, as in the section on 
Alumina and Iron Oxides). After ignition, the precipitate often 
shows a reddish colour. Unless great care is exercised, this separa- 
tion will lead to erroneous results, either by inclusion of magnesium 
with the impurities as weighed, or by loss of these in consequence of 
using too much acetic acid. 

Alkalies (K 2 O and Na20). — For the determination of the 
alkalies, the well-known method of Professor J. Lawrence Smith 
is to be followed, either with or without the addition <pf CaCOg 
with NH4CI. 

Sulphuric Anhydride Acid (S03).--0ne gramme of the 
substance is dissolved in 15 c.c. (5 c.c.) of HCl, and 45 c.c. water, 
filtered, and the residue washed thoroughly.^ 

The solution is made up to 250 c.c. in a beaker and boiled. 
To the boiling solution, 10 c.c. of a saturated solution of Bapi2^ 
is added slowly, drop by drop, from a pipette, and'^the boiling con- 
tinued until the precipitate is well formed, or digestion on the steam' 
bath may be substituted for the boiling. It is then set aside over- 
night, or for a few hours, filtered, ignited, and weighed as BaS04. 

Total Sulphur. — One gramme of the material is weighed out 
in a large platinum crucible, and fused with NagCOg and a little 
KNOg, being careful to avoid contamination from sulphur ttie 
gases from source of heat. This may bp done by fitting the 
crucible in a hole in an asbestos board. 

The melt is treated in the crucible with boiling water, and the 
liquid poured into a tall narrow beaker, and more hot water added 

^ Evaporation to dryness is unnecessary unless gelatinous silica should have 
separated, and should never be performed on a bath heated by gas ; vide 
Hillebrand, United States Geological Survey, Bull. 422, p. 198. 

‘‘*10 per cent, solution is preferable to one that is saturated. 
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until the mass is disintegrated. The solution is then filtered. 
The filtrate contained in a No. 4 beaker, is to be acidulated with 
HCl, and made up to 250 c.c. with distilled water, boiled, the 
sulphur precipitated as BaSO^ and allowed to stand overnight, 
or for a few hours. 

The following procedure is in accordance with the recommendation 
of W. F. Hillehrand in “ United States Geological Survey^ Bulletin 
422,” p. 227 ; — 

In a platinum crucible^ mix i gramme of the sample with 
^ granmie of sulphurfree sodium carbo?iate. Place the covered 
crucible in a hole in an asbestos board that is held in a somewhat 
inclined position^ and apply a blast flame upon the crucible^ below the 
asbestos^ for ten to fifteen minutes. Transfer the sintered mass to a 
beaker atid cover with water. Cleanse the crucible with dilute hydro- 
chloric acid and pour the solution into the beaker. Add more acid till 
decomposition is complete in the cold or on gently warming. Filter.^ 
wash with hot water., dilute to 150 to 200 c.c.., boil, and precipitate 
with bariyyn chloride. 

It should be borne in mmd that by neither of the methods given is 
a barium sulphate obtained that is perfectly pure. Ferric {and if 
present alkali) sulphate, also barium chloride, contaminate it, and it 
is impossible to correct for them directly. The most convenient way 
to obtain a correctiofi, is by a blank with a solution containing sulphur 
anc^ the other mam constituents of the cement in approximately the 
amounts and proportions found in the test sample. 

• Loss on Ignition. — Half a gramme of cement is to be weighed 
out in a {covered) platinum crucible, placed in a hole in an asbestos 
board, so that about three-fifths of the crucible projects below, 
and blasted fifteen minutes, preferably with an inclined flame. 
The loss by weight, which is checked by a second blasting of five 
mmu^js, is the loss on ignition. 

Recent investigations have shown that large errors in results are 
often due to the use of ^impure distilled water and reagents. The 
analyst should, therefore, test his distilled water by evaporation, and 
his reagents by appropriate tests, before proceeding with his work. 

Insoluble Residue. — The insoluble residue ^ shall be deter- 

^ This determination was not considered by the Committee of the Society 
of Chemical Industry, and is reproduced from paragraph 19 of the United 
States Government specification for Portland Cement. 
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mined on a i -gramme sample which is digeste<P on the steam bath in 
hydrochloric acid of approximately 1*035 specific gravity until the 
cement is dissolved. The residue is filtered., washed with hot water, 
and the filter-paper contents digested on the steam hath in a 5 per 
cent, solution of sodium carbonate. The residue is then filtered, 
washed with hot water, then with hot hydrochloric add, approxi- 
mately of 1*035 specific gravity, and finally with hot water, then 
ignited and weighed. The quantity so obtained is the insoluble 
residue. 


Ill, INTERPRETATION OF RESULTS 
Chemical 

The composition of normal Portland Cement has been the 
subject of a great deal of investigation, and it can be said that 
the quantities of silica, alumina, oxide of iron, lime, magnesia, 
and sulphuric anhydride, can vary within fairly wide limits, without 
materially affecting the quality of the material. 

A normal American Portland Cement, which meets the standard 
specifications for soundness, setting time, and tensile strength, has 
an approximate composition within the following limits : — 



Per cent. 

Silica 

19-25 

Alumina 

• • ' • ^ 5-9 

Iron oxide 

2-4 

Lime .... 

'*■. 60-64 

Magnesia 

1-4 

Sulphur trioxide . 

. •• I-I 7 S 

Loss on ignition 

0-5-3 *00 

Insoluble residue . 

0*1-1*00 


It is also true that a number of cements have been made, both 
here and abroad, which have passed all standard physical tests m 
which these limits have been exceeded in 'one or more particulars, 
and it is equally true that a sound and satisfactory cement does 
not necessarily result from the above composition. 

It is probable that further investigation will give a clearer 
understanding of the constitution of Portland Cement, but at 
present chemical analysis furnishes but little indication of the 
quality of the material. 
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Defective cemeAt usually results from imperfect manufacture, 
not from faulty composition. Cement made from very finely 
ground material, thoroughly mixed and properly burned, may be 
perfectly sound when containing more than the usual quantity 
of lime, while a cement low in lime may be entirely unsound, due 
to careless manufacture. 

The analysis of a cement will show the uniformity in composi- 
tion of the product from individual mills, but will furnish little or 
no indication of the quality of the material. Occasional analysis 
should, however, be made for record, and to determine the quantity 
of sulphuric anhydride and magnesia present. 

The ground clinker, as it comes from the mill, is usually quick 
setting, which requires correction. This is usually accomplished 
by the addition of a small (juantity of more or less hydrated 
calcium sulphate, either gypsum or plaster of Paris. Experience 
and practice have shown that an addition of 3 per cent, or less is * 
sufficient for the purpose. 

'Phree, per cent, of calcium sulphate (CaS04) contains about 
1 7 5 per cent, sulphuric anhydride (SO3), and as this has been 
considered the maximum quantity necessary to control time of 
set, the specification limits the SO3 content to 175 i)er cent. 

The specification prohibits the addition of any material subse- 
quent to calcination, except the 3 per cent, of calcium sulphate 
P|;rmitted to regulate time of set. Other additions may be 
difficult or impossible to detect even by a careful mill inspection 
during the process of manufacture, but as the normal adulterant 
would be ground raw material, an excess of “ insoluble residue” 
would reveal tfie addition of siliceous material, and an excess 
in “ loss on ignition ” would point to the addition of calcareous 
material, when either is added in sufficient quantity to' make the 
adirjferation profitable. 

The effect of relatively small quantities of magnesia (MgO) in 
normal Portland CenJent, while still under investigation, can be 
considered harmless. Earlier investigators believed that as mag- 
nesia had a slower rate of hydration than lime, the hydration of 
any free magnesia (MgO) present would occur after the cement 
had set, and cause disintegration. 

The effect of magnesia was considered especially injurious 
when the cement was exposed to the action of sea water. More 

2 F 2 
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recent investigation has shown that cement can‘De made which is 
perfectly sound under all conditions when containing 5 per cent, 
of magnesia, and it has also been found that the lime in Portland 
Cement exposed to sea water is replaced by magnesia. 

The maximum limit for magnesia has been set at 4 per cent., 
as it has been established that this quantity is not injurious, and 
it is high enough to (permit the use of the large quantities of raw 
material available in most sections of the country. 


Physical 

Specific Gravity. — If the Le Chatelier apparatus is used for 
the determination of specific gravity, the clean volumenometer 
flask is filled with benzine, free from water (which can be obtained 
by placing some calcium chloride or caustic lime in the benzine 
storage jar), to a point on the stem between zero and i 
c.c. The flask is then placed in a constant temperature bath 
until volume is constant. The usual method is to introduce 64 
grammes of cement into the flask, taking care that the powder 
does not adhere to the tube above the liquid, and to free the 
cement from air by rolling the flask in an inclined position. The 
flask is then replaced in the constant temperature bath until a 
constant volume is recorded. 

The specific gravity is obtained from the formula : 


specific gravity = 


weight of cement in grammes 
displaced volume in cu. cm. 


The specific gravity of a Portland Cement is ndt an indication 
of its cementing value. It will vary with the constituents of the 
cement, especially with the content of iron oxide. Thus the 
white or very light Portland Cements, containing only a frac^ion^ 
of a per cent of iron oxide, usually have a comparatively low 
specific gravity, ranging from 3*05 to 3*1 5, ‘while a cement con- 
taining 3 to 4 per cent, or more of iron oxide, may have a specific 
gravity of 3*20 or even higher. It is materially affected by the 
temperature and duration of burning the cement, the hard-burned 
cement having the higher specific gravity. A comparatively low 
specific gravity does not necessarily indicate that a cement is 
underburned or adulterated, as large percentages of raw materials 
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could be added to a cement, with a normally high specific gravity, 
before the gravity would be reduced below 3* 10. 

If a Portland Cement fresh from the mill normally has a com- 
paratively low specific gravity, upon aging it may absorb sufficient 
moisture and carbon dioxide to reduce the gravity below 3-10. 
It has been found that this does not appreciably affect the 
cementing value of the material; in fact, many cements are 
unsound until they have been aged. Thus a redetermination is 
permitted upon a sample heated to a temperature sufficient to 
drive off any moisture which might be absorbed by the cement 
subsequent to manufacturing, but would not drive off any carbon 
dioxide nor correct underburning in the process of manufacturing 
the cement. 

The value of the specific gravity determination lies in the fact 
that it is easily made in the field or laboratory, and when the 
normal specific gravity of the cement is known, any considerable 
variation in (|uality due to underburning, or the addition of foreign 
materials, may be detected. 

Fineness. — Only the extremely fine powder of cement, called 
flour, possesses appreciable cementing (pialitics, and the coarser 
particles are practically inert. No sieve is fine enough to deter- 
mine the flour in a cement, nor is there any other means of 
accurately and practically measuring the flour. Some cements 
grind easier than others, thus, although a larger percentage of one 
cement may pass the 200-mesh sieve than another, the former 
may have a smaller percentage of actual flour, due to the difference 
in the hardness and the character of the clinker, and the method 
used in grinding. Thus the cementing value of different cements 
cannot be compared directly upon their apparent fineness through 
a 200-mesh sieve. With cement from the .same mill, with similar 
'clinker and grinding machinery, however, it is probable that the 
greater the percentage which passes the 200-mesh sieve, the 
greater the percentage of flour in that particular cement. 

Normal Consistency.— I'he quantity of water used in 
making the paste from which the pats for soundness, tests of 
setting, and the briquettes are made, is very important and may 
vitally affect the results obtained. The determination consists in 
measuring the quantity of water required to bring a cement to a 
certain state of plasticity. 
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In determining the normal consistency by the ball method, 
after mixing the paste, it should be formed into a ball, with as 
little working as possible, and a new batch of cement should be 
mixed for each trial paste. In ‘order to obtain just the requisite 
quantity of paste to form a ball 2 inches in diameter, a measure 
made from a pipe, with a 2-inch inside diameter, cut inches 
long, will be found convenient. The section of pipe should be 
open at both ends, so that it can be pushed down on to the paste 
on the mixing table, and the excess paste cut off with the trowel. 
Idle appearance of the ball, using the correct percentage of water 




Fig. 127. — Soundness pat showing Fig. 128. — Soundness pat showing 
' shrinkage cracks. disintegration cracks. 



Fig. 129. — Soundness pat with top surface 
flattened for determining time of setting. 


for normal consistency, as compared with a less and greater 
quantity of water, is shown in figs. 122 to 126. 

Mixing. — The homogeneity of the cement paste is dependent 
upon the thoroughness of the mixing, and this may have Con- 
siderable influence upon the time of setting' and the strength of 
the britiuettes. 

Soundness.- “The purpose of this test is to detect those 
qualities in a cement which tend to destroy the strength and 
durability. Unsoundness is usually manifested by a change in 
volume which causes cracking, swelling, or disintegration. If the 
pat is not properly made, or if it is placed where it will be subject 
to any drying during the first twenty-four hours, it may develop 
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what are known as shrinkage cracks, which are not an indication 
of unsoundness, and should not be confused with disintegration 
cracks, as shown in figs. 127 and 128. No shrinkage cracks should 
develop after the first twenty-four or forty-eight hours. The 
failure of the pats to remain on the glass, nor the cracking of 
the glass to which the pat is attached, does not necessarily 



Fig. 1 3 1.— Method of mounting Glllmore needles. 


indicate unsoundnes's* In moulding the pats, the cement paste 
should first be flattened on the glass, and the pat formed by 
drawing the trowel fromlthe outer edge toward the centre, as 
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certain degree of hardness. The determination of the “ initial set,” 
or when plasticity ceases, is the more important, as a disturbance 
of the material after this time may cause a loss of strength, 
and thus it is important that ♦the mixing and moulding, or the 
incorporating of the material into the work, be accomplished 
within this time. T,he time of setting is usually determined upon 
one of the pats which is to be used for the soundness test, the 
top surface being flattened somewhat, as shown in fig. 129. In 
using the Gillmore needles, care should be taken to apply the 
needles in a vertical position, and perpendicular to the surface of 
the pat. Fig. 13 1 shows an arrangement for mounting the Gillmore 
needles, so that they are always perpendicular to the surface of 
the pat. The rate of setting and hardening may be materially 
affected by slight changes in temjierature. The percentage of water 
used in gauging, and the humidity of the moist closet in which the 
test pieces are stored, may also affect the setting somewhat. 

Tensile Tests. — Consistent results can only be obtained by 
exercising great care in moulding and testing the bfiquettes. 
The correct method of filling the moulds is shown in figs. 132 and 
133. In testing, the sides of the briquette and the clips should 
be thoroughly cleaned and free from grains of sand or dirt which 
would prevent a good bearing, and the briquette should be 
carefully centered in the clips so as to avoid cross strains. It 
may be considered good laboratory practice, if the individual 
briquettes of any set do not show a greater variation from the* 
mean* value than 8 per cent, for sand mixtures and 12 per cent, 
for neat mixtures. 


IV. AUXILIARY SPECIFICATIONS 

Bureau of Standards Sieve Sp'ecifications 

Wire cloth for standard sieves for cement and sand shall be 
woven (not twilled) from brass, bronze, or other suitable wire, and 
mounted on the frames without distortion. 

The sieve frames shall be circular, about 20 cm. (7 ’87 inches) 
in diameter, 6 cm. (2*36 inches) high, and provided with a pan 
about 5 cm. (r97 inches) deep and a cover. 



Plate \mi. 



Fig. 132 -Correct method of filling briquette mould. 



Fk;. i33.--Correct method of trowelling surface of briquettes. 
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No. 100 Cement Sieve^ o'oo^^-inch opening.— No. 100 
sieve should have 100 v/ires per inch, and shall conform to 
the following specifications of diameter of wire and size of 
mesh : — t 

The diameter of the wires in the sieve should be 0*0045 inch, 
and the average diameter of such wires as ma^ be measured shall 
not be outside the limits 0*0042 to 0*0048 inch for either warp 
or shoot wires. The number of warp wires per whole inch, as 
measured at any point of the sieve, shall not be outside the 
limits 98 to loi per inch, and of the shoot wires 96 to 102 
per inch. For any interval of 0*25 to 0*50 inch in which the 
mesh may be measured, the mesh shall not be outside the limits 
95 to 1 01 wires per inch for the warp wires and 93 to 103 wires 
per inch for the shoot wires. 

No. 200 Cement Sieve., o*oo29*/W; opening . — The No. 200 sieve 
should have 200 wires per inch, and shall conform to the following 
specifications of diameter of wire and size of me.sh ; — 

The diameter of the wires in the sieve should be 0*0021 inch, 
and the average diameter of such wires as may be measured 
shall not be outside the limits 0*0019 to 0*0023 ^*^ch for either 
warp or shoot wires. 'Vhe number of warp wires per whole inch, 
as measured at any point of the sieve, shall not be outside the 
limits 195 to 202 per inch, and of the shoot wires 192 to 204 
per inch. For any interval of 0*25 to 0*50 inch in which the 
c mesh may be fneasured, the mesh shall not be outside the limits 
• 192 to 203 wires“per inch for the. warp wires, and 190 to 205 
wires per inch ^or the shoot wires. 

No. 20 Sand Sieve, 0*0335-/^// opening— No. 20 sieves shall 
have between 19*5 and 20*5 wires per whole inch of the warp 

wires, and between 19 and 21 wires per inch of the shoot wires. 

The diameter of the wire should be 0 0165 inch, and the average, 
as measured, shall i3Qt vary outside the limits 0 0160 to 00170 
inch. 

No. 30 Sand Sieve, o'o22yinch opening.— No. 30 sieves shall 
have between 29*5 and 30*5 wires per whole inch of the warp 

wires, and between 28*5 and 31*5 wires per whole inch of the 

shoot wires. The diameter of the wire should be o*oiio inch, 
and the average, as measured, shall not vary outside the limits 
0*0105 to 0 0115 inch. 
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Bureau of Standards Specification for Specific- 
Gravity Flasks 

Material and Annealing.— The material from which the 
flasks are made, shall be glass of the best quality, transparent, and 
free from striae. ],t shall adequately resist chemical action and 
have small thermal hysteresis. The flasks shall be thoroughly 
annealed at 400“ C. to 500“ C. for twenty-four hours, and allowed 
to cool slowly before being graduated. They shall be of sufficient 
thickness to ensure reasonable resistance to breakage. 

Design. — The cross section of the flask shall be circular, and 
the shape and dimensions shall conform to the diagram shown 
in fig. 134. This design is intended to ensure complete drainage 
of the flask on emptying, and stability of standing on a level 
surface, as well as accuracy and precision of reading. The neck 
of the flask shall be cylindrical for at least i cm. above and below 
every graduation mark. There shall be a space of at least i cm. 
between the highest graduation mark and the lowest poiiit of the 
grinding for the glass stopper. 

Capacity. — The flask should contain approximately 250 c.c. 
when filled to the zero graduation mark. 

Graduations. — The neck shall be graduated from 0 to i c.c., 
and from 18 c.c. to 24 c.c. into o'l-c.c. divisions. The o’l-c.c. 
graduations should be continued two below the o and two abdve 
the i-c.c. graduation. The graduations shall be of* uniform width, » 
finely but distinctly etched, and shall be perpendicular to the 
axis of the flask. The o*i-c.c. graduations shall bp at least i mm. 
apart. This will require an internal diameter of the neck not 
greater than it ‘ 3 mm. The i-c,c. graduations shall extend com- 
pletely around the neck of the flask, and shall be numbered to 
indicate the capacity. The o‘i-c.c. graduations shall exteitJ at 
least halfway around the neck, and the o'j-^.c. graduations shall 
have a length about midway between the other two. The gradua- 
tion marks shall have no apparent irregularities of spacing. 

Standard Temperature.— The flasks shall be standard at 
20" C. The indicated specific gravities will then be at 20“ 
referred to water at 4“ as unity — that is, density at 20“ in 
grammes per c.c. 

Inscriptions. — Each flask shall bear a permanent identifica- 
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tion number, and the stopper shall bear the same number. The 


SPECIFIC GRAVITY FLASK 



Fig. 1 34. —Diagram showing form and dimensions of specific-gravity flask, 
standard temperature shall be indicated and the unit of capacity 
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i 

shall be shown by the letters “c.c.” placed above the highest 
graduation mark. 

Tolerance. — The error of any indicated capacity shall not be 
greater than 0^05 c.c. 

Interpretation of Specification. — The foregoing specifica- 



FlG. 135 . — Form of briquette as recommended by the Committee on Uniform 
Tests of Cement of the American Society of Civil Engineers. 

tion is intended to represent the most desirable form of specific- 
gravity flask for use in testing cements. Variations of ^ few 
millimetres in such dimensions as total height of flask, diameter 
of base, etc., are to be expected, and i^iil not be considered 
sufficient cause for rejection. The specification in regard to 
tolerance, inscriptions, length, spacing, and uniformity of 
graduations will, however, be rigidly enforced. 
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243-246 

„ ,1 IVJj^ele’s 
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Portland Cement MANUFACTtri^ERS (1^0)^’ 
Mouse, Penchunh Street, London^ 4 : 

TO|R^, W. & T*i Ltd. SoAo Foundry, Birmingham . ;. , 

iluTi^ Portland Cement Manufacturers, Ltd. ' 4: 
London, F.C. . . , ^ . 

^Si^RO^ioiE & Co., Ltd. Haverton-Hill-on-Tees .. .. . i.: n 

^a^QOD & Co., Ltd. Belvedere Road, Lambeth, Londmi S\M» ^ \ 
JJ^likTRO Metals Ltd. 9J Union Court, Old Broad Streetyij^k^, 

v,;."''. 

AtEX. 21 Eglinton Street, Glasgow . . .^ 

Bu^l & Laon, Ltd. Harbury, Leamington > . i * ?t i : - 
iS}i|FF^, John J. & Sons, Ltd. Kemble Street, Kifigmayi]L^^, 

.. v:. 'V /k^v 

&. Sons, Wm. (Leeds), Ltd. Armley, Leeds ^ 

E I&, Co., Ltd. Southam Works, Rugby . . . . , • ^ 

Co. ii-ii High Hothorn, London, W.C/,,: . 
A.-G, Grusonwerk. 25 College Hill, Camon 


'^5 




ifl Ca.R, Wheel ^ND Axle Works. QaimmifiHii, 


*£ Co., ^il, it. 21 1 Devonshire Road, Chistviek, J 
Ltd. . 16 South Wharf, JPadtlmgtof^" 
k €0.,' Ltd.; Gainsborough / ^ 
" ^r\pk^t^kssef^f:2 Walkof ^ Majv^gi . 
4 ''iCo.,' ■' if^ost Bromwkh .* ^ 




PORTLAND Cement 
Manufacturer 



Proprietors of the LEADING BRANDS of 
ENGLISH PORTLAND CEMENT, 

INCLUDING 

“J.B. White & Bros.” “Robins & Co.” “ Eddystonc.” 

“ Hilton, Anderson & Co.” “ Vectis.” “ Burham.” 

“ Nine Elms.” “ Lighthouse.” Gillingham “ Ham 

“Pyramid.”* “Gibbs & Co.” “ Anchor.”^ 

Manufactured solely from the finest materials under 
tKe most approved scientific methods and with 
the most up-to-date plants in the United Kingdom. 

The World Wide Reputation of these Brands biF 
•PORTLAND CEMENT 

Is known to every user, and none are so largely spedfed 1 
Architects and Engineers. 

#v ‘ 

OFFICES : 

Portland House, Fenchurch Street, London, 

J fdegrWn* ; " Portland, London." Tel. No. 5690 Avenue (Privatd 

^ Agents throughout the United Kingdom and 'in 

' pfincipal Export Marhe^ 





. r AwmTfs^Mwra " ■ 

Cement Testing Machines 


Used by the Admiralty, War Office, Home, Indian, Colonial, 
and Foreign Governments, County Councils, &c.. Cement 
Manufacturers, Contractors, &c., &c. 



MOULDS, CLIPS, &c., in accordance with the British 
Standards Specification for Portland Cement 

Tc 

For particulars of this and other Cement Testing Machines, and Apparatus 
used for the Testing of Cement, apply 

PATRICK ADIE 

BROADWAY WORKS, 

24-26 TOTHILL STREET, WESTMINSTER, S.W, 

Factory; 46 HOR8EFERRY ROAD, S.W. 



4 Lloyds Avenue LondonEC. 
^ Telephone Avenue 6404 


British Standard Specification 

hM MBf i 

dUE 
BRITISH 
PORTLAND 
CEMENT 
MANUFACTURERS 
LIMITED 




Telegrams: '' Britporcem, Fen, London.! 






CLDiKER 

MILL 


COAL 

GRINDING 



RAW iflQ! 

CLINKm 

Mill 


COAL 

GRINDING 


Original “Beth” Filter Patent 

INDUSTRIAL INSTALLATION^ 

FOR , 

DUST REMOVING 

AND 

DUST COLLECTINa 



Vktoria Street, Westminstd^i, 
LONDON, S.W. 


■ 'JMdtrw* . «CAIU4FEST.'vi<;^yLt:mii^ 







A Slow -setting Portland Cement of 

Unrivalled Quality. 

Specially suitable for 

Ferro-Concrete Constructions. 


Manufactured by 

CASEBOURNE & CO., Ltd. 

HAVERTON HILL-ON-TEES. 

Warranted absolutely free from the admixture of Slag 
or any other Adulterant* 


Telegrams ; 

PORTLAND, MIDDLESBROUGH. 


Telephone No.: 

375, MIDDLESBROUGH. 




CEMENT 

HEAD OFFICE: 


BELVEDERE ROAD, LAMBETH, S.1 


All Cement supplied is guaranteed ilj 
to, the Standard Specification. 

Supplies in any qaaniities, either by Barge alongside, in Truck Zqid 
or deli’oery on to Works in Van Loads, as required. 


depots : 


V^LLINGTON WHARF, BELVEDERE RD. 
, UPPER tiROUND ST., BLACKFRIARS. 
CANAL BRIDGE WIAARF, OLD KENT 
ROAD, 

ytHORNTON’ HEATH. 
i.PH4NtX WHARF, GREENWICH. 
CATTofc BIDING, 8.E. RAILWAY. 
FERRY WHARF, WOOLWICH. 

INVICTA WHARF. WAND^W^RTH. 
KENSAL GREEN WHARF, KEN8AL 
■ GREEN, 


SUDBURY AND WEMBLEY. , i 
'ST. MARY’S WHARF, MORTUkE. ’ 
TEDDINGTDN WHARF, TEDOINQTQN,'. 
THE SQUARE, ISLEWORTH. 
WEYBRIDQE WHARF, WEYBRiOQ^4 ■ 
LEA BRIDGE WHARF, CUPTON. ‘ ^ 
CANAL ROAD, KINGSLANP, 
HARRINGAY, G.N. RAILWAJT,: , 
WINOHMORE HILL, Q.N. Rljiw^a;V; 
CHURCH END, FINCHLEY, 

ILFORD WHARF, ILFORD. ■ ‘ ' 


IlMES, CEMENTS AND BW 

08 cmpmN 8 IN Am 





ADVil^TISEMEHTS. 


GREAVES’ PORTLAND CEMENT 

1 


Works at HARBURY 


Established 1340. 

and STOCKTON, 

GBfiAVES' 

e 

Warwickshire. 


Rebuilt 1903 & 1911. 

c 




Output 1300 Tons Weekly. 

Fine Grinding and Freedom from Expansion. 

REQUIREMENTS OF FERRO-CONCRETE SPECIALISTS 
READILY COMPLIED WITH. 

GREAVES, BULL & LAKIN, Ltd., leamTotIw 


ALEX. GILCHRIST 


Btassfounber, 

21 EGLINTON STREEj/GLASGOW, 

Makes a Speciality of all kinds of 

GRANOLITHIC OR *GONCRETE 

— S BRASS PAYEMENT-ROLIERS 

■jB And NAME-PLATES, 

And has Special Machinery for their Manufacture. 


'Teeth cut out of Solid. 

STABLE ROLLERS AND GROOVES, 
HAND STAMPS, 

BORDER ROLLERS AND CRIMPERS. 


PAVEMENT NAME-PLATES. 

Ahy Kame and Size, suitable for Builders, Contractors, Plasterers and 
Conaete Workers. 

SEND FOK ILLUSTRATED LIST. 






DOUBLE LEVER STANDARD PATTERN MACHINE. 

BRIQUETTE 'MOULDS. VICAT NEEDLE. 
LE CHATEUER APPARATUS. 
STANDARD SIEVES. 

.ANDERSON’S SPECIFIC GRAVITY FLASK. 

• • STANDARD FLOUROMETER 

(for the E8t|jp:|ation of the Flour in Cement)* 

CALCIMETERS. 

And all Apparatus required for Cement Testing. 

JOHN J. GRIFFIN & SONS, Ltd 

Kemble Street, Kingsway, London, W.C. 





ARMLEY, LEEDS, En^. 


PIONEERS AND ORIGINAL MAKERS OF 

BALL AND TUBE MILLS 

IN GREAT BRITAIN. 

still at the head ( 1913 ) 

HAVING JUST MADE AND SUPPLIED 

THE LARGEST MILLS 

IN THE COUNTRY. 


COMPLETE CEMENT PLANTS 

DESIGNED AND EQUIPPED ON 
ALL PROCESSES. 


OLD INSTALLATIONS RE -MODELLED 
AND BROUGHT UP-TO-DATE. 


MACHINERY IS SUPPLIED UNDER 
GUARANTEE RE MATERIALS 
AND WORKMANSHIP. 

ATTENTION GIVEN TO ALL ENQOlIl^ 




fiDanufacturers of 


PORTLAND CEMENf 

Prepared from best Cement Rock of the 
Lower Lias Formation by the most 
modern methods of manufacture^ and much " 
superior to the usual kinds made from 
mixtures of chalk and clay^ 

nMr, O. a BUTLER writes;- 

* “Its cementitious value, as indicated by the sand test, Is ifw 
highest we have yet met with in a commercial product, 
about double *that of most English brands.” , 

Thorough reliability demonstrated by Use on imoorIM 
Building and Engineering Works for 
upwards of 50 Years. 

RAYE & CO., LlAUtH 

Southam Works, RUGBY. 

fei a, SottTHAM. ' Tdeg»m,« '.“KAyB:';8«W^^ 

Ilailwsy Station : Soatham and 





R. H. MUDD A €0. 

ENOINESRS 

2II Devonshire Road, Chiswick, London,*W. 

Telegrams— “ Mudd, Chiswick.” 


Sole Owners and Manufacturers, 

Faija’s Cement Testing Plant 

AWARDED 4 MEDALS AND CERTIFICATES. 



I^ULDS, SINGLE, from 9/6 each, and in Nests of 3, 5 agd 6, 
SIEVES, CEMENT MIXERS, COPPER TANKS, SCALES, and 
APPARATUS for Testing SOUNDNESS OF CEMENT in few hours, 
VICAT NEEDLES, &c., Ac. 

Contractor* to British & Foreign Government*, Railway*, 
Corporation*, Council*, Contractors, Waterworks, 
and Cement Manufacturers, dke. 



AOVVERTISfiMENm''?' 

* -ff^Tr-.- ■■ "., - -v ■ ' , . ...^ ^ ^ .. ^ . ..■ .., 

HURLES NELSON t CO. 

LIMITED 



MAJSrXJF-A.CTXJIlER,S OF 

NELSON’S 

HEAVY PORTLAND CEMENT (S) 

NELSON’S 

BLUE LIAS LIME. 

NELSON'S 


SELENITIC CEMENT. 



WORKS AND HEAD OFFICE— 


STOCKTON, NEAR RUGBY. 

branch offices and warehouses— 

•LONDON . . 16 South Wharf, Paddington, W. 
MANCHESTER, Lawrence Buildings, 2 Mount Street. 
BIRMINGHAM Cambrian Wharf, The Crescent. 

DeUyery by Rail and Canal to all parts of the Kingdom, and 
in London, Manchester, and Birmingham by cart; 

Telegraphic Address : NELSON, STOCKTON, RUOBY. 
telephone No.: Southam 6. 

Tetephwie No. for London ; 135 Paddington. Telephone No. tor Birminghwn ; 1 * 9 ^: 



“RUGGLES’ PATENTS” 


These are largely employed in up-to-date Cement Plants, 
isuccessfully dealing with a large variety of tmaterials,^ 
aihpngst which are 

COAL, CUY, SHALE, LIMESTONE, CEMENT ROCK, 
CEMENT SLURRY, SLAG, &c..ftc. 


These dryers utilize over 75 % of the heat of the ftitif’ 
;t^iere Is very little loss by radiation, and ^the outer ihiiife 
|i aJways cool; the exhaust from the fan Is never rricWli 
^han a few degrees above atmospheric temperature^^ > ' 


FOR PARTICULARS APPtlt 70 

SliECTRO METALS 

Tloioa Court, Old Broad 
'LONIX>N« E.C. 


■' Af?¥KR;i(lS,|:MENTS’.. ■ 

GEO. SALTER & CO 

WkST BROMWICH 

MANUFACTURERS OF 

Cement Testing 

MACHIKES 

TO “STANDARD” REQUIREMENTS. 



As Suppliea to»the British Government, Municipal and other 
Corporations, leading Contractors, &o. dc. 

DYNAMOMETERS for tohting Wire, Cliaiii, Rope, the. 

LOCOMOTIVE and all kinds of Springs Balances. 

*PI{EBSURE GAUGES on Bourdon’s and Schaffer’s systems, for 
Steam, Vacuum, Gas, &c. 

HYDRAULIC Ga«gA5 with Pat. Medianism for Max. Pointer. 
SPRINGS of Steel, Phosphor Bronze, &rr. 

SPRING WASHERS (Thackray’s) keep bolts tight. 

BOILER TUBE SCRAPERS. SIGNAL BELLS., 

LONDON 

lOl ]Liea*dleiilta»ll Sti*eet, E.C* 




LIMITED, 

sittin<jbourne. 


SiD. Brand 

Portland Cemonti 

ABSOLUTELY FREE FROM ANY 
ADULTERATION. 




Ifi&e Chalk and Clay from which this brand pi 
'.'C&nent is manufactured have been anaJysdSl^ 
highest authorities on Portland Cemph^:^‘. 
:md certified to be of the best quality. | 








•j’T^^stimonials from Government^ London CoUifif:^l 
|^etro|iolitan. Borough, and other Coundil 
from Contractors fo# ^es^rvj5;^^4f^i 
Sea ^ Defence,, and ,many 




^ HIGH-CLASS CONSTRUCTIONAL 

STEEL AND IRON WORi 

. FOR 

ARCHITECTS^ ENGINEERS/ &C. , 

On Admiralty and War Office special " Manufacturers’ U8t;'i , v 

VERY PROMPT DELIVERIES GUARANTEED WHEN REQUIli^f 


11,000 TONS STEEL IN STOOL 



St^l Riveted Built-up Girder* «i«l ^ 

, , , Stanchions of all Shapes. * «. 

v^ljteel Solid Columns Machined and 
* Cast-Iron Columns, Stanchions, GurdWl^^ V 
Tank^ Gutters, &c. '• 

Large StoSki of Steel Joists, Channd^; ; 
', > Tees, and Angles, Plates,' , 

Round and Square -Ba^. 
^^'-'virrou^t-Iron Doors,' Win'dowi^' 





Complete Installations qI Machinery 

for t 

CEMENT WORKS 

with ROTARY KILNS of 


LATEST DESIGN. 



Machinery for Cement Works 

with Shaft and Chamber Kilp^ 


Duplicate, Parts for Crushing and Ciinding Mills. 

Fiko. Krupp A.-e. Grusonwerk 

' Mas'deburg'-Buckau. 

Sole Agent for Great Britain and Ireland: 

W. STAMM, 28 College Hill, Cannon Stwet, WKHffll, m 



THRi^EnacrrARY KI4-N8, 800 FEET LONG 3500 TONS CUNRER WEEKLY. ERECTED IN ENQLAN 
INSET :^TME FIRST ROTARY KILN IN ENGLAND. 



MILLS Ayim 
IN 

Large numlier 
Subsequent^ 

For finish^'' •'% 
or preliminary gnti<li^ 

SO^Iq 

25 

: t%ly Timber Foundation. Runs Practical]^ Noisdlii^ 

Jv , : From 2 to 4 tons p.h. Enished product '|Ror#r‘f| 

^ i C I *'■ ' Fwm 3J to 8 tons p.h. preliminary grinding ) CUNIQEIL’^' 

to Increase Capacity of any Tube^ii^ 
/ ibnuhaneous Reduction of Horse Power 

Ifir Drawings, References and Testimouipb! 

IfiW Plaiits being Built Ev^wry 





' red CROSS”ano“MALTESE cross’brands 
highest quality. London 

PORTLAND 

CEMENT. 

quick medium or slow setting 
UQN WORKS GRAYS, ESTABLISHED ISSS 
CAPAC/ry 4000 tons weekly 


5.GREAT STHELENS.E.C. 



MACHINERY MANUFACTORY EILENBUSG 2l1, titer Laipwg 

fiirniahes 

ali Machinery and Apparatus for the 
Artificial Sfone Industry. 

Knee Lever Press^ 

|y|^8||||||Ki|^9fl Cement Flooring Tiles, Granitoid Slaba. 

n Press “ Lucke ** 

Mixhif and Gnufaing Mifla. 
Stone Breakers, Cylinder MiBt. 



Mixing Machines, Conveyance InstaUhticr^i. 
I Machines, Moulds for Cement Tahe^ ' 


Foller-l.e)iigh Pulverizer Ml 

Produces 
Commercially 

Cement having a higher per 
centage of Impalpable Powcfe 
than can be obtained by am 
other mill. Tests show tha 
the tensile strength of a 1-! 
mortar made with cement pijl 
verized by the Fuller Mill | 
higher than the tensile strength 
of a 1-3 mortar made wiii 
cement pulverized to the fineness required by the 
Standard Specifications. i 

LEHIGH 

DM, WllEEL AND AXLE 
WORKS 

Gatesaiiq^ Fa., TJ.S.A. 

For Particvhn ap$iy to 

lOAWS PETERS, 

Hamburg, Germany, 

^GlaitonpieMerwan 2 WaBhof. 

Arldreas ! CamkedL 


.1 


oqoipped wHlli 
Fdil«r MiUt 

adrcrtlte tike feet fikii^| 
The 'oeiifiiiaer ‘ , |•J 
geU S;i 

38 pounds >inof«l' 
of the 











